A. 1. A. File Number 35 n9 




•WHITr DOOR BEDS 

AND 



CURRENT ^] 
i CATALOG BULLETIN , 
V SERVICE y 



Digitized by: 




INTERNATIONAL 



ASSOCIATION FOR PRESERVATION TECHNOLOGY 

www.apti.org 

For the 

BUILDING TECHNOLOGY HERITAGE LIBRARY 
https://archive.orq/details/buiidinqtechnoloqvheritagelibrarv 



From the collection of: 



fj] Tulane 
University 



Southeastern Architectural Archive 

Special Collections 

Howard -TiLTON Memorial Library 



http://seaa.tulane.edu 



MmnniiiHiiimi """"iiiii"iiiiiiiii""Hi"'ii"iiniiiiiiiiiiiii[ r! iiiiiiiiiiiiiin[iiiiMriiiiiii[iiiiiiiiiiiiiiMiiiiiiiH 

"WHITE" DOOR BEDS 

and Space Saving Conveniences 




A BOOK FOR ARCHITECTS AND PROSPECTIVE BUILDERS 

The White" Door Bed Company has something more fundamental to offer than just the sale of 
"White" Door Beds and kindred products. We offer an idea — a definite plan — which has won wide 
recognition among architects and builders because it has benefited both renter and investor alike. 

Our idea, which we term the "White Efficiency Apartment" Plan, is the ideal room arrangement that ^ ' 

is made possible only by the exceptional advantages that can be secured by the combination of "White" 
Door Beds and Space Saving Conveniences in the most favorable way. 

Our Plan and Service Department will assist architects and builders in adapting "White" Door Beds 
and Space Saying Conveniences for maximum convenience and space economy. If you will submit 
your prospective plan or give us information as to location, floor space available, and other details, we 
will submit blue prints of similar installations, or make a special layout for your particular project. 

This service is given without fee or obligation. ' ■ 

CATALOG F-104 ' 

Copyright 1927 by . ' ".. ■- ' . 

The'White" Door Bed Company 

130 North Wells Street - Chicago. 111. 
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PLANNING THE MODERN APARTMENT 



f IGH land values and increased building costs have created a difficult problem for resi- 
dential builders and architects. 



H dentiai builders and architects. The necessity for increasing the rental value of each 
square foot of land, has forced them to study methods of planning a greater number of 
apartments in the same space and, at the same time, to so design these smaller apartments 
that the tenants may have just as complete and attractive living facilities as those to which 
they have been accustomed in apartments of the old type. 

The "White" line of Space Saving Conveniences described in this book is the most effective 
answer to this present day need of residential construction — to increase revenue by eliminat- 
ing waste space without sacrificing comfort. This line 
comprises " White" and *' Colonial" Door Beds and the 
"White" and "Challenge" lines of Space Saving 
Kitchenette Conveniences. Their use not only makes possible 




The view at left is of a living 
room by clay, showing the 
perfect concealment afforded 
by the " iVhite" Door Bed, 

The same living room night. 
Note how the beds harmonize 
with their surroundings, and 
that the dressing room is 
completely concealed. 



A l^itchenelfc in a model apartment illustrating 
the use of IVhite" China Cabinets With the 
" IVhite" Kitchen Cabinet in the bacl^ground. 



a greater 

number of apartments in a given area but, because of the added attractive- 
ness and convenience they bring, it facilitates renting, lengthens leases and, 
in most cases, increases rentals per apartment. 

Our Plan and Service Department will help you in adapting "White" and 
"Colonial" Door Beds and their kindred Space Saving Conveniences to your 
particular project. If you will submit your prospective plan or give us in- 
formation as to location, floor space available and other details, we will send you blue prints of similar installa- 
tions or make a special layout for you. We invite you to take full advantage of all our facilities. This service 
is given without fee or obligation. 




We are showing on these two pages a few interesting typical arrangements of apartments, hotel sample rooms and dormitory rooms that 
can be worked out by the use of our various space saving conveniences. These plans by no means exhaust their possibilities for efficiency 
planning and are offered only as suggestions of what it is possible to accomplish. Other arrangements of kitchenettes may be found on page 37 . 




An unusually compact, though convenient, one 
room arrangement. Door Bed installation described 
on page 10. 




Living Room ii)tiA-€i' 



Kitchen 'fs-e 




A model two room kitchenette arrangement. Door 
Bed installation described on page 22. 



(D' — 




Space Saving Conveniences in sample rooms have 
become very popular. Recess Bed installation 
described on page I I . 
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in SMALLER SPACE /or GREATER REVENUE 




Left 

A dormitory or sample room per- 
forms double duty by the use of 
Space Saving Conveniences. Twin 
Bed installation described on page I 5. 



Right 

A very attractive arrangement of a 
two room kitchenette apartment. 
Door Bed installation described 
on page 10. 



Left 

Another popular two room 
layout with a very convenient 
kitchenette. Twin Bed in- 
stallation described on page 15. 



Right 

A very interesting arrangement 
for women's hotel or dormitory 
room. Door Bed installation 
described on page 10. 




Index to the Space Saving Conveniences Shown in the Plans on These Two Pages: — ■ 

Described 



on Pages 

1. Door Beds 5-29 

2. Dressing Cabinets 34-35 

3. Dressing Table. 35 

4. Medicine Cabinets 48-49 

5. China Cabinets 44 

6. Built-in Ironing Boards. 50 



Described 
on Pages 

7 Buffet Cabinets 40-41 

8. Kitchen Cabinets 38-39 

9 and 10. DUO-UNIT" Kitchenette Cabinets 42-43 

1 1 . Folding Breakfast Nook 45 

12. Built-in Telephone Niche 50 

13. Wardrobe Cabinets . 35 



iiiuiiiiiiiiiiNriMiiiiiiiiiiiHiiiiiiiiHHiiiiii»»iliiii»iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiinniii 



^ ' WJiite ^ * Door Beds and Space Saving Conveniences 



Page Three 



THE IN^ODERN BEDROOM 

A Space Saver and a Producer of Greater Revenue 

As you consider the various types of ** White" and Colonial" Door Beds described on the 
pages that follow, you will find that we go much further than merely to present a line of fold- 
ing beds to be installed in a room regularly used for other than sleeping purposes. We have 
developed and are presenting to you in this book a complete modern sleeping unit, — a satis- 
factory substitute for the bedroom, with all the comfort and privacy of a bedroom, but in 
greatly reduced space. This sleeping unit, which is composed of a door bed and a dressing 
room equipped with a dressing cabinet and table, is the ideal solution to the problem of bed- 
room elimination in the apartment, and it has won the recognition of architects and builders 
as a definite contribution to modern residential construction. It pleases the owner because 
it reduces building costs and increases the revenue by permitting a greater number of apart- 
ments in a given area. It attracts and satisfies the tenant because it gives him a thoroughly ^ 
livable and convenient modern apartment. 

And so we are presenting to you the ** White" Door Bed, completely described on pages 5 to 1 7, 
the less expensive* 'Colonial" Door Bed described on pages 18 to 29 and the ''White' 
Dressing Room Conveniences described on pages 34 and 35. 

□ □ □ ■ • 

Oar Plan and Service Department 

If you are planning any type of residential building we invite you to avail yourself of the serv- 
ices of our Plan and Service Department. We will be glad to assist you in adapting our Space 
Saving Conveniences to provide for maximum convenience and space economy in your 
projects. If you will submit your prospective plan or give us information as to location, floor 
space available and other details, we will submit blue prints of similar installations or make a 
special layout for your particular project. This service, of course, is without fee or any obligation. 



REDUCE SPACE 



INCREASE REVENUE 



SPEED RENTALS 



ADD TO COMFORT 
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The "WHITE" DOOR BED 

The Most Highly Perfected Disappearing Bed Made 




* ' The Rosemonf 



Full Size, or 4 ft. 6 in. bed 
No. 1 65 A. American Walnut Finish 
No. 164A. Brown Mahogany Finish 



M Size, or 4 ft. 0 in. bed 
No. I56A. American Walnut Finish 
No. 157A. Brown Mahogany Finish 




Full Size, or 4 ft. 6 in. bed 
No. 14 1 A. American Walnut Finish 
No. I40A. Brown Mahogany Finish 



:4 Size, or 4 ft. 0 in. bed 
No, I38A. American Walnut Finish 
No, I39A. Brown Mahogany Finish 




*' The RosemonV 

Twin Size, or 3 ft. 0 in. beds 
No. I67A. American Walnut Finish 
No. I66A. Brown Mahogany Finish 

REDUCE SPACE 



THE highest quahty disappearing bed ever developed. 
** White*' Door Beds are REAL beds — mechanically 
adjusted to smaller space. They are perfect in construc- 
tion, simple in operation and absolutely satisfying in the 
comfort and service they give. The *' White'* Door Bed 
is built with fewer parts than has ever been possible be- 
fore. Its perfect balance, its simplicity, strength and 
durability all serve to emphasize the distinction between 
the ** White** Bed and the ordinary folding or disappear- 
ing bed. It may be had in the two designs illustrated and 
finished in mahogany, walnut or in any special enamel 
finish as desired. 




INCREASE REVENUE 



SPEED RENTALS 



''The Carlton' 

Twin Size, or 3 ft. 0 in. beds 
No. 1 43 A, American Walnut Finish 
No. 142A. Brown Mahogany Finish 

ADD TO COMFORT 
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EXCLUSIVE FEATURES of the "WHITE" DOOR BED 



Opening is completely closed, whether 
the bed is up or down, preventing 
drafts overhead and concealing the 
dressing room from view at all times 



No danger of collapsing* 
Automatic locking device 
holds the legs rigid and se* 
cure. Legs swing automati- 
cally into position when 
bed is raised or lowered 



Rubber foot mounts pre- 
vent marring floors and re- 
duce the wear on carpet or 
rugs 



Full box spring can be set 
on side rail same as in sta- 
tionary metal bed. Bed is 
furnished with either a box 
spring, double coil spring 
or with fabric spring 



Bed is held by its own weight in 
socket plates on each side of the door 
and may be instantly lifted off door 
if desired. Either a ful 
or twin size bed may be hung on 
the same door without adjustment 



Panel door can be opened or closed 
wKen bed is either up or down allow- 
ing, in most installations, entrance 
to the dressing room at all times 




Ball bearing floor pivot on which bed 
door revolves can be easily adjusted 
to compensate for settling of building 



Convolute spring can be easily regu- 
lated here to perfectly balance the 
varying weights of bedding 



WHITE** Convolute Spring Balance 

An entirely new principle in disappearing bed con- 
struction has been applied in "White" Door Beds. 
Powerful convolute spring balances are used which 
will balance any weight ranging from 24 to 200 
pounds. As shown in Fig. I , the bed operates on 
roller inside of head post. Balances, therefore, oper- 
ate parallel with the door, relieving door strain, and 
thus cannot warp the door. The bed is perfectly bal- 
anced and will remain in any position without falling. 
It may be released in midair and it will not close up or 
drop. The I 5 ft. long spring (see Fig. 2) gets so little 
usage by the bed, which requires only 19 in. or about 
1 3-^2 revolutions, that the life of the balance is practi- 
cally everlasting. 
Completely enclosed and protected against accumula- 
tion of dust; requires no attention whatever. 
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'^White^* Door Bed^ and Space Saving Conveniences 



TEN REASONS 
WHY THE "WHITE" DOOR BED IS SUPERIOR 



Perfectly balanced — The Convolute Spring Balance, an exclusive feature, 
balances any weight from 24 to 200 lbs. Bed can be released 
at any position and it will not close up or drop. 

Easy to operate — It can be raised or lowered with a single effortless motion. 

No pulling or adjusting of legs or headboard. Legs lock auto- 
matically when bed is lowered. 

Simple — It is built with fewer parts than has been possible before. No com- 
plicated mechanisms — no exposed springs to catch dirt and dust — 
nb movable parts to tear the bedding. 

^jffords perfect concealment — When bed is in use in the room the opening is 
completely closed, preventing drafts and concealing the dressing 
room from view at all times. Easy access may be had to the 
dressing room whether the bed is folded up or down in the room. 

Reduces building costs — ** White" Door Bed installations afford better room 
arrangements and allow the straightening out of partitions. 
Bed requires less room space as well as less closet space when 
folded up. 



Easy to install — It requires only two small bed plates to be screwed onto the 
door, upon which it is secured by its own weight and from which 
it may be instantly removed, if desired. Either a full size, 
size or a twin size bed may be hung on the same door without 
any adjustment. 

Comfortable — Made for restful sleep. It is regularly equipped with a fabric 
spring or can be had with coil or box spring if desired. 

ylttractive — It may be had in two distinctive designs, finished in American 
walnut, mahogany or any enamel color to match any decorative 
scheme. 

Light — It is constructed of square steel tubing, so light that a woman can 
handle it with very little effort. 

Durable — Rigid construction. Substantially built for lasting service. 
Guaranteed for twenty years. 



SPECIFICATIONS and DETAILS OF CONSTRUCTION 



BODY FRAME 

The body frame is constructed of angle iron, with \}/2 ill- by 2 in. steel angle side rails, suffi- 
ciently strong to carry either a fabric spring or the added weight of a box spring. The cross 
angles at head and foot are 1^ in. by 2 in., securely riveted to the rails, making a rigid and 
durable body frame. 

HEAD FRAME 

The head frame consists of two cross angles, one at the bottom and the other near the top of 
the head board, securely riveted to the front posts; these front posts are of extra heavy con- 
struction and serve as a track for the rollers on which the sliding head board operates. 

FOOT FRAME 

The foot frame is constructed in two sections; the upper is fastened to the body frame by means 
of machine screws, securely riveted. The lower part of the foot board is attached to the upper 
part by means of an automatic hinge which securely locks itself in place when bed is lowered, 
preventing any possibility of collapsing and eliminating the extra adjustments required with 
ordinary beds. 



SPRINGS and MATTRESSES 

"White" Door Beds may be furnished with either box springs, double coil springs or wire link 
fabric springs. Mattresses furnished are either cotton felt, hair or spring center. For illustrations 
and complete details of springs and mattresses see page 3 1 . 

TUBINGi 

The [best [1 p2 square, seamless, cold rolled steel tubing is used in "White" Door Beds. 
Filler rods are 1 in. by ^ in. cold rolled steel tubing and cross rods are I in. square cold 
rolled steel tubing. Head and foot posts are mitered at the corners and electrically welded. 

FINISH 

*'White" Door Beds, being constructed entirely of steel tubing, readily lend themselves to the 
decorative scheme of any room. They may be secured in wood finishes: mahogany, walnut, 
or any special enamel finish. 

SIZES 

All models are manufactured in three sizes: 3 ft,, twin bed size: 4 ft., three-quarter bed size, 
and 4 ft. 6 in., full double bed size. 



T A R A NT' I 17 E-very "White" Door Bed is guaranteed 
^-^-^^-^-^ ^ ^ J_-iJ-j tQ manufactured honestly, of the finest 
materials obtainable and to be in perfect mechanical condition. The 
"White" Door Bed is just as durable and lasting as a regulation stationary 
bed. It is guaranteed for twenty years against mechanical imperfections 
or defects caused by ordinary use. Our high standard of quality in work- 
manship and material is your assurance of absolute satisfaction in all your 
dealings with us. 



Ol JOTATTONfS Q^^^^t^^ns on "White" Door Beds will 
^^^^^^ be given on request. Information should 

be given concerning quantity, style, size, finish, and kind of spring and 
mattress desired. Since the "White" Door Bed is composed of so few 
working parts and is so simple in design, it can be easily installed by almost 
anyone with the aid of the instruction card which is attached to every bed. 
There is practically nothing to get out of order and the installation may be 
handled by the carpenter or contractor who handles the rest of the build- 
ing installation. As a rule the doors and panels are included in the general 
carpenter's contract and can be supplied by any mill. 
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SPECIFICATIONS FOR PIVOT DOOR INSTALLATION 



FULL SIZE "WHITE" DOOR BEDS 




5 FT. 2 IN. INSTALLATION— Scale M in. 



I ft. 0 in. 



AS- ML 




JOIMT— 



^^dJoitoble Rail beariMq Pivot 



Fig. 2. Roughing in and finished jamb dimen- 
sions and 8i>ecifications. 



Fig. 3. Suggested finished elevation. For 
other treatments see Figs. I to 4, page 30. 



Fig. 1 . Floor Plan. 



Similar Installation for 

SIZE "WHITE" DOOR 



BED 




Floor plan of similar installation for % size or 4 ft. 
"White" Door Bed. 



This is the most compact installation of the "White" Door Bed. It is particularly desirable 
where an extra bed is wanted for emergency accommodation purposes. Ordinarily where this 
installation is used the dressing room and dressing cabinet described on pages 34 and 35 do not 
conveniently adapt themselves, as the closet construction is reduced considerably. An exception, 
however, is made where sufficient depth is available for a dressing room; in which case an mdi- 
vidual access door is necessary which may be located at either side of the bed at right angles to 
the bed doors. 

Figure /. Showing the floor plan arrangement. A 2 ft. 6 in. deep closet, measuring from the front 
of the door to the back plaster wall, is necessary although it may be increased to allow for wall 
hooks or shelves. The interior of the closet is always concealed whether the bed is in use or m 
the closet. When the bed is in use it is possible to gain access to the closet without interfering 
with the bed. thus utilizing this space. Where the hinged panel is located too near a cross wall to 
permit it to be opened fully so as to give a full 5 ft. 2 in. opening, it is advisable to increase the 
width of the 1 ft. 10 in. side panel to 2 ft., making an overall finished installation 5 ft. 4 in. wide. 

Figure 2. Showing roughing in and finished jamb dimensions and specifications. 

Figure 3. Showing a suggested finished elevation which, though inexpensive, gives a good ap- 
pearance. The doors appear as three small panels, but are made up of a pivot door 3 ft. 4 in. wide 
by 6 ft. 113^ in. high by 1 M in. thick, and a side panel I ft. 10 in. wide by 6 ft. 11 }4 in. high by 
1 % in. thick. Many other attractive treatments are possible. See Figs. 1 to 4, page 30, for 
suggestions. 



For Complete Installation Details of Full Size Bed Use Our Service Sheet No. I -A 
For Complete Installation Details of ^4 Size Bed Use Our Service Sheet No. 3-A 
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SPECIFICATIONS FOR PIVOT DOOR INSTALLATION 

FULL SIZE "WHITE" DOOR BEDS 

6 0 in. INSTALLATION— Scale M in. - / ft. 0 in. 



Fig. I . Floor Plan. 



Similar Installation for 
% SIZE -WHITE" DOOR BED 




^ 3-0 1_ 



3-0': 



Jb'-O— 



Floor plan of similar installation for ^4 size or 4 ft. 
"White ' Door Bed. 



Pivoted Uft Pivot«4 nqh+ 

btocKinq for Bed Door 
finished Jambs ' 

6-0" F m I shea Opgninq 



Max.6-A' H in. 6-2^ Rough 



l|x 3-0x6-1 1 J 



4 



Fig. 2, Roughing in and finished jamb dimensions and 
specifications. 



Adjustable Ban feearmq Pivcjt 

Fig. 3. Suggested finished elevation. For other 
treatments see Figs. I I to 14, page 30. 



This installation provides for entrance into the bed closet without disturbing the bed, and also 
has a minimum amount of closet space. It is especially practical for emergency accommodations, 
and will serve as a combination clothes and bed closet in rooms where an ordinary clothes closet 
is not possible. The dressing room and dressing cabinet described on pages 34 and 35 may be 
carried out in connection with this installation if sufficient depth is available. The hinged 3 ft, 
door should be used for passage into the closet only where necessary, and it is advisable to provide 
an individual access door at either end of the closet. 

Figure /. Showing the floor plan arrangement. A 2 ft. 6 in. deep closet, measuring from the front 
of the door to the back plaster wall is necessary, although it may be increased to allow for addi- 
tional wall hooks or shelves. Interior of the closet will always be concealed whether the bed is in 
use or in the closet. When the bed is in use it is possible to gain access to the closet without inter- 
fering with the bed, thus utilizing this space. 

Figure 2. Showing roughing in and finished jamb dimensions and specifications. 

Figure 3. Showing a suggested elevation, which is attractive though inexpensive. Standard 3 ft. 
doors may be used. The two doors are made up of a pivot door 3 ft. wide by 6 ft. I 1 )^ in. high 
by I H in. thick, and a side panel 3 ft, wide by 6 ft. II in. high by 1 % in. or 1 in. thick. 
Many other attractive treatments are possible. See Figs. II to 14, page 30, for suggestions. 



For Complete Installation Details of Full Size Bed Use Our Service Sheet No. I-N 
For Complete Installation Details of % Size Bed Use Our Service Sheet No. 3-N 
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SPECIFICATIONS FOR PIVOT DOOR INSTALLATION 



a a n w 



FULL SIZE "WHITE" DOOR BEDS 

7 FT. 0 IN. INSTALLATION— Scale H in. = 1 ft. 0 in. 



[white DressinqCabinetl^: 



Dressing Room 



2 £ Hinimuin Depth should be 5^'whcrt 
^ □ "white" Oressmq Cabinet is used 




Fig. I . Floor plan. 



Similar Installation for 
H SIZE -WHITE*' DOOR BED 



IIIBIIHIII 



. 2-0" 



r-o' 




Floor plan of similar installation for ^ size or 4 ft. 
"White" Door Bed. 




O 



BlocKinq for Bed Door 
7-0" Fim sh ed Opertirtq 



^ax.7-4'Mni.7-2r R ough Opening 



Fig. 2. Roughing in and finished Jamb dimensions and 
specifications. 



'Adjustable Ball Bcannq Pivot 

Fig. 3. Suggested finished elevations. For 
other treatments see Figs. 6 to 10, page 30. 



This installation is very popular because entrance to the closet may be made by day or night, 
without interfering with the bed, and also because the entire opening is kept closed at all times. 
Whether the bed is in the closet or in use, the panel doors on either side of the pivot door give 
easy access to the dressing room, and conceal it perfectly at all times. We recommend the use 
of the dressing room and dressing cabinet behind the bed as shown in the floor plan. By increasing 
the length of the dressing room to a minimum of eight feet, it is possible to include the facility 
of a dressing table and a five foot dressing cabinet. Both of these are described on pages 34 and 35. 
Without the dressing room, minimum depth of the closet is 2 ft. 6 in. measuring from the front of 
the doors to the back plaster wall. 

Figure 1 . Showing the floor plan arrangement. In this plan the entrance panel is at the left, 
but by hanging the bed on the pivot door so as to overhang on the left side, the entrance may be 
had at the right. The location of the bathroom decides on which side the bed should overhang. 

Figure 2. Showing roughing in and finished jamb dimensions and specifications. 

Figure 3. Showing a suggested elevation of plain panel doors. The bed door is 3 ft. 4 in. wide 
by 6 ft. I I in. high by I % in. thick. The side panels are 1 ft. 10 in. wide by 6 ft. 113^ in. high 
by 1% in. thick. Side panels I ^ in. thick may be used if desired. If desired the side panels may 
be made with glass in French window style, giving thus the appearance of one entrance door with 
two side lights. Many other attractive combinations can be worked out, see Figs. 6 to 10, page 30. 



For Complete Installation Details of Full Size Bed Use Our Service Sheet No. ID 
For Complete Installation Details of 3^ Size Bed Use Our Service Sheet No. 3D 
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SPECIFICATIONS FOR RECESS INSTALLATION 



FULL SIZE "WHITE" DOOR BEDS 

5 FT. 0 IN. INSTALLATION— Scale \i in. = 1 ft.O in. 



I 



IIIHIISIIII 



2-6' 



I 
I 

I Full Size Bed 4-6" | 
L i 

Fig. I . Floor plan. 



Similar Installation for 
SIZE "WHITE" DOOR BED 




Floor plan of similar recess installation for ^4 size 
or 4 ft. "White" Door Bed. 





Fig. 2. Roughing in and finished jamb di' 
mensions and sp»ecifications. 



_ _ . ration. 

ot^cr treatments see Fig. 15, page 30 



Fig. 3. Suggested finished elevation. For 

hci . - - 



manner 
escribed 



The recess installation of the White" Door Bed has been planned to meet the demand 
for an installation that can be used where closet space is not available This is often the 
case in new buildings where it is desired to economize on space, and in old apartment 
buildings where it is desired to increase the capacity without expensive alterations. 
The *' White" Door Bed used is the same bed as used for the pivot door installations, 
being alike in construction, operation and finish, the only difference being in the 
of installation. A 5 ft. 2 in. by 5 in. by Vs in. hanging board (illustrated and d 
on page 16) is furnished for this installation. 
Figure /. Showing the floor plan arrangement. The bed builds into a recess 5 ft. wide 
between the jambs and I ft. 9 in. deep from outside face of door to back plaster wall. 
The bed is attached to the wall Where a box or coil spring is used with the bed, 
depth of recess should be increased to 1 ft. II in. 

Figure 2. Showing roughing in and finished jamb dimensions and specifications. 

Figure 3. Showing a suggested finished elevation of French window style doors. Doors 
are 2 ft. 6 in. wide by 7 ft. high by 1 ^ in. or 1 3^ in. thick. Ordinary panel doors may be 
used if desired. Many other attractive treatments are possible. See Fig. 15, page 
30, for suggestions. 



For Complete Installation Details of Full Size Bed Use Our Service Sheet No. IF 
For Complete Installation Details of 3^ Size Bed Use Our Service Sheet No. 3F 
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CANOPY INSTALLATION for "WHITE" DOOR BEDS 

We illustrate at the right and left a typical canopy installation of the "White" Door Bed. It is a 
simple, inexpensive installation that requires no increase in floor space, as it does not require a closet 
or recess, and is adaptable for use in any size room. This installation in a room makes it possible for the 
room to be used during the day for other than sleeping purposes. It has proven to be a popular 
installation for servants' quarters and similar rooms where it is desired to provide comfortable sleeping 
and living room facilities at the same time. The "White" Door Bed used is the same bed as used 
for the pivot door installation, being alike in construction, operation, and finish. The only difference 
IS in Its manner of installation. The bed is fixed to the wall and is concealed by a canopy. Only a 
minimum amount of floor space is required, the canopy rod projecting only I ft. 8 in. out from the wall. 
A hanging board (illustrated and described on page 16) is furnished for this installation. This type of 
installation is satisfactory in every way, but is recommended for use only where other installations arc 
not practical. 

Scale 14 in. = I ft. 0 in. 





INSTALLATION FOR FULL SIZE BED 



INSTALLATION FOR 3^ SIZE BED 



INSTALLATION FOR TWIN SIZE BED 




Hanging Plate 




>fng 6 'oora 
Hanging f^/atz 




\7Wtn S/ze Bea. | 
I 3-0" I 

I I 

J M'l <iO\ 

Floor Plan 



Floor Lmz ' A3-I96 
Finished Elevation 




Hanging Pkjfz 
^Hangi$fg Qoa/xt 



Finished Elevation 



For Complete Installation Details Use Our Service Sheet No. IP for Full Size Bed, No. IQ for % Size Bed, No. IR for Twin Size Bed 
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SPECIFICATIONS FOR PIVOT DOOR INSTALLATION 

TWIN SIZE "WHITE" DOOR BEDS 

8 FT. 0 IN. INSTALLATION— Scale M in. = Ift.O in. 




I 



I 



White Dressing Tabic JH. 
Drcssmq Room i 
Minimum Depth Should be 5-6 "'Where t 
White* Dressmq Cabinet is used , 




Fig. I. Floor plan. 



Fig. 4. Suggested finished elevation. For other treatments see 
Fig, 3 above, and Figs. 17, 19 and 20, page 30. 



I 



1=7= 

Finishcjd Jambs 
BlocK. tor Bed Door^ 



2-2X6" 



&tocKm<) for Bed Door 



filocKinq for (.anHrPon^ 



2X4 2XA 
a-o" Fmtshed Openmq 



Hqk. 6-4" Mm. 6-22 ROuqK 



l4X5'-4)(6-tl| 



Fig. 2. Roughing in and finished jamb dimensions and speci- 
fications. 



dJusfabtc Ball 5eannq 

Fig. 3. Suggested finished elevation. For other treatments see 
Fig. 4 below, and Figs. 17, 1 9 and 20, page 30. 



This is an arrangement whereby it is possible to bring out either of the twin beds into the room without 
moving the other. This is accomphshed by means of a 16 in. center pivoted panel between the two bed 
doors. Opening the center pivot panel at right angles permits both beds to swing freely. If a dressing 
room with a dressing cabinet is desired, we recommend the use of a 5 ft. "White" Dressing Cabinet and 
a "White" Dressing Table. When the dressing room is used, it is necessary to have a side entrance door 
into the dressing room and the bathroom. Where the dressing room is not necessary, a closet of a 
minimum depth of 2 ft. 6 in. measuring from the outside face of the door to the back plaster wall of the 
closet, is necessary. This will give a twin bed closet installation in a minimum amount of space and will 
provide the added feature of allowing the use of either bed without interference with the other. 

Figure 1 . Showing the floor plan arrangement with the entrance to the bath at the right. This may be 
reversed with the entrance to the bath at the left, in which case it is advisable to reverse the location 
of the dressing table and dressing cabinet. 

Figure 2. Showing roughing in and finished jamb dimensions and specifications. 

Figure 3. Showing a suggested elevation of plain panel doors. Various elevations may be designed' 
An efficient method of handling this situation is to place the head jamb trim to the width of the bed door 
and attach jamb trim on both sides of a flush panel center panel door. Also, a piece of baseboard should 
be attached to the bottom of the center panel. By this arrangement an elevation having the appearance 
of two doors may be procured. The bed doors are 3 ft. 4 in.. wide by 6 ft. 113^ in. high by I ^ in. thick. 
The center panel is I ft. 4 in. wide by 6 ft. 113^ in. high by I ^/g ii^- thick. A center panel I ^ in. thick 
may be used if desired. Instead of a flush center panel for the installation which is described, a 
wood frame may be made, covered with wood or plaster board. This is somewhat less expensive and 
just as satisfactory. Many other attractive treatments are possible. See Fig. 4 on this page, and Figs. 
17, 19 and 20, page 30, for suggestions. 

For Complete Installation Details Use Our Service Sheet No, IB 
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SPECIFICATIONS FOR PIVOT DOOR INSTALLATION 

TWIN SIZE "WHITE" DOOR BEDS 

8 FT. 0 IN. INSTALLATION— Scale in. = 1 ft.O in. 





Dressing Room 
MiMtmum OcptK should be B-fe" where 



llllll 
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-4 1— 
Fig. I. Floor plan. 



Fig. 4. Suggested finished elevation. For other treatments see 
Fig. 3 above, and Figs. 21 to 23, page 30. 



2-2X6" 

■t 

blbcKinq tor bed Doors 



CKinq 
Fmished Jombs 



8-0' Finished Opcninq 



Max. 6-4' Mm. d-zj' Rough Opening 




Fig. 2. Roughing in and finished jamb dimensions and speci- 
fications. 



Adjustable Ball Beannq Pivots 



Fig. 3. Suggested finished elevation. For other treatments see 
Fig. 4 below, and Figs. 21 to 23, page 30, 



The panel doors in this type of installation form a complete disguise for the beds behind them. They do 
not look like doors at all but Hke panels, and with the present leaning toward paneled walls in the better 
class of buildings, this method of treatment of the bed doors is one that will meet with distinct approval. 
We recommend the use of the dressing room and the "White" Dressing Cabinet and "White" Dressing 
Table behind the beds as shown in the plan. A separate door must be provided for entrance to the 
dressing room and bathroom. Where it is not desired to have the dressing room feature in connection 
with the beds and closet, a minimum depth of 2 ft. 6 in. measuring from the front of the doors to the back 
plaster wall is necessary. This will give the simplest and most efficient closet arrangement of twin beds. 



Figure t . Showing the floor plan arrangement, 
brought out into the room simultaneously. 



It is necessary, in this installation, that both beds be 



Figure 2. Showing roughing in and finished jamb specifications and dimensions. 

Figure 3. Shows a suggested elevation for flush panel treatment. The baseboard is attached directly 
to the doors, and M in. by 2 in. strips are used for panel separators. Stock 1 in. molding may be used 
for the panel, and it is advisable to drop the picture molding to the top of the door, carrying this picture 
molding around the room at this height. The bed doors are both 4 ft. wide by 6 ft. 1 1 in. high by 
1 in. thick. Many other attractive treatments are possible. See Fig. 4 on this page, and Figs. 2 1 to 23, 
page 30, for suggestions. 

For Complete Installation Details Use Our Service Sheet No. IC 
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SPECIFICATIONS FOR PIVOT DOOR INSTALLATION 



TWIN SIZE "WHITE" DOOR BEDS 

9 FT. 0 in: installation— Scale K in, = lfLO in. 
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Fig. 2. 
tiong. 



Roughing in and finished jamb dimensions and specifica- 



AcOoitible Ball Beovmq 
Pivots 

Fig, 3, Suggested finished elevation. For other treatments see 
Fig. 4 below, and Figs. 24 and 25. page 30. 



FIOOR. PLAN 



(Patented Mar. 31, 1925) 
Fig. I. Floor plan. 



Fig. 4. Suggested finished elevation. Foi 
Fig. 3 above, and Figs. 24 and 25, page 30. 



other treatments see 



This installation is an exclusive patented arrangement which is not possible by the use of any other 
type of disappearing bed. It is the ideal installation for Twin Size "White" Door Beds, having ample 
dressing room space for the "White" Dressing Cabinet and the "White" Dressing Table. If the length 
of the dressing room is approximately the same as the length of the bed installation, the most practical 
arrangement is possible with the use of a 5 ft. dressing cabinet and dressing table. Where the dressing 
room arrangement is not desirable, and it is not necessary to have access to the bathroom, a closet 
for the storage of clothes, etc., may be designed, on the basis of allowing a 2 ft. 6 in. minimum depth 
measuring from the front of the doors to the back plaster wall to allow for the pivoting of the beds. 
Additional space may be provided in this closet for shelves, coat hooks, etc. When center panel is open, 
both beds can swing at the same time. Access to the closet is possible through the center panel 
whether beds are up or down. When beds are out in the room the entire opening is closed, insuring 
privacy at all times. 

Figure 1 . Showing the floor plan arrangement. In this plan the entrance panel is pivoted off center 
at the left as the bath entrance is at the right. This off center pivot should be placed at the right side 
when the bath entrance is at the left. 

Figure 2. Showing roughing in and finished jamb dimensions and specifications. 

Figure 3. Showing a suggested elevation of plain panel doors. The use of flush panel doors in place of 
single panel doors will permit of a paneled arrangement which will give perfect concealment. The 
bed doors are both 3 ft. 4 in. wide by 6 ft. 11 3^ in. high by I ^ in. thick. The center panel is 2 ft. 4 in. 
wide by 6 ft. 1 1 }4 in. high by I 3/g in. or \ % in. thick. Many other attractive treatments are possi- 
ble. See Fig. 4 on this page, and Figs. 24 and 25, page 30, for suggestions. 

For Complete Installation Details Use Our Service Sheet No. IE 
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SPECIFICATIONS FOR RECESS INSTALLATION 

TWIN SIZE "WHITE" DOOR BEDS 

4 FT. 0 IN. INSTALLATION— Scale in. = 1 ft. 0 in. 
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\ 2-0' 
4-0' 







1 I 

[twin Size Bed I 
I I 
I 5-0 \ 

I t 

Fig. I . Floor plan. 




Fig. 2. Roughing in and finished jamb 
dimensions and specifications. 



♦—Finished Floor Lmc 

Fig. 3. Suggested finished elevation, 
other treatments see Fig. 1 6. page 30. 



For 



This installation has been planned so that a single twin size "White" Door Bed may be used where no space for a closet is 
available. It is a practical installation for new buildings where an efficient but economical installation is desired, and m old 
buildings where expensive alterations are not desirable. The "White" Door Bed used is the same bed as used for the pivot 
door installation, being alike in construction, operation, and finish, the only difference being in the manner of installation- 
A 4 ft. 2 in. by 5 in. by Vs in. hanging board (illustrated and described below) is furnished for this installation. 
Figure /. Showing the floor plan arrangement. The bed builds into a recess 4 ft. wide between the jambs and 1 ft. 9 m. 
deep from outside face of door to back plaster wall. Where a box or coil spring is used with the bed, depth of recess should 
be increased to 1 ft. 11 in. 

Figure 2. Showing roughing in and finished jamb dimensions and specifications. 

Figure 3. Showing a suggested finished elevation of single panel doors. French doors may be used if so desired. Doors 
are 2 ft. wide by 7 ft high by \% in. or 1^ in. thick. Many other attractive treatments are possible, see Fig. 16, page 
30, for suggestions. 

HANGING BOARD for WHITE" Recess and Canopy Beds 

The hanging board should be fastened securely to the wall with screws in studs, with toggle bolts in tile 
partitions, or with expansion bolts in brick walls. When hung on a 2 in. tile partition it is advisable to 
brace the hanging board with a strip at each end of recess between hanging board and door jamb. The 
bed plates should be placed on the hanging board so that their lower edges will be 3 ft. 2^ in. from the 
finished floor. 

For Complete Installation Details Use Our Service Sheet No. IG 
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DIRECTIONS for INSTALLATION 
of "WHITE" DOOR BEDS 

These Directions Apply to Full Size, H Size and Twin Size White' Door Beds 



t — . 1 



All that is necessary to install the 
White" Door Bed is to hang the 
pivot doors, attach the bed plates 
and surface bolts. The bed itself is 
simply set in place in the bed plates, 
secured by its own weight. The 
method of installing the top and bot- 
tom pivot is shown on the accom- 
panying diagrams, with directions 
which can be followed by any car- 
penter or contractor. 



Step I . 



Step 
Step 



Step 
Step 



Fit door to opening before attaching 
hardware. Finished door must be 
3 ft. 4 in. wide and 6 ft. 1 1 3^ in, high. 
Install head jamb plate. 
Install ball bearing adjustable floor 
plate. Follow directions for method 
of installation on instruction card 
attached to floor plate. 
Attach lower pivot to door. 
Insert upper pivot in jamb plate, 
then push door into place and fasten 
upper pivot with screws to the door. 




TlNliKTLOOIt l.\Ht 



Note: Care should be taken to center door accurately and to conform with all the dimensions shown. The pivot with the long pin should be used at the top, 
and the one with the short pin. at the bottom of the door. Floor plate is of the same thickness as the carpet and lining. 1 1 is hidden where a carpet is 
used. Where rugs are used a threshold should be installed. Doors should be ordered 7 ft. in length and then cut down at the job to dimensions shown. 

For Complete Installation Details Use Our Service Sheet No» IL 
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The "COLONIAL" DOOR BED 

A Simple and Satisfactory Bed of Low Cost 



T 

and 



HE Colonial Door Bed is built for comfort as well as for service. 1 1 is sturdily constructed throughout and is simpl 
in design and construction It is simple in operation, perfectly balanced, and will give absolute satisfaction in comfor 
Id service. 1 1 is guaranteed for twenty years against mechanical imperfections or defects. Colonial " Beds 
the three designs illustrated below, in the finishes listed, or in any special enamel finish as desired. Beds are shipped in knocked dc 
easily assembled on job. Furnished with Imk fabric springs only. 



comfort 
can be had 
down form and 





*'The Pilgrim*' 

No, 708. Twin Size or 3 ft. beds, Circassian Walnut Finish. 



The Plymouth 

Full Size or 4 ft. 6 in. bed 3^ Size or 4 ft. bed 

No. 308. American Walnut No. 317. American Walnut 

Finish Finish 

No. 309. Brown Mahogany No. 316. Brown Mahogany 

Finish Finish 






"The Puritan " 

Full Size or 4 ft. 6 in. bed % Size or 4 ft. bed 

No. 700. American Walnut No. 702. American Walnut 

Finish Finish 

No. 701. Brown Mahogany No. 703. Brown Mahogany 

Finish Finish 



"The Plymouth** 

Twin Size or 3 ft. beds 
No. 310. American Walnut No. 311. Brown Mahoeanv 

t mish 



"The Pilgrim " 

No. 706. Full Size or 4 ft. 6 in. bed. Circassian Walnut Finish 
No. 707. % Size or 4 ft. 0 in. bed, Circassian Walnut Finish 









" i 


ML 





Finish 



REDUCE SPACE 



INCREASE REVENUE 



SPEED RENTALS 



"The Puritan** 

Twin Size or 3 ft. beds 
No. 704. American Walnut No. 705. Brown Mahogany 
Fmish Finish 

ADD TO COMFORT 
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' EXCLUSIVE FEATURES of the "COLONIAL" DOOR BED 



Opening is completely closed, whether 
the bed is up or down, preventing 
"^drafts and concealing dressing room 



No danger of collapsing. 
Automatic locking device 
holds the legs rigid and se- 
cure. Legs swing automati- 
cally into position when 
bed is raised or lowered 




Panel door can be opened or closed when bed 
is either up or down allowing, in most instal- 
lations, entrance to the dressing room at all times 



Compression Spring Construction 
The above illustration shows the very 
heart of the "Colonial" Bed — this is the 
coil spring which is found in each of head 
posts. These springs, which operate by 
compression, rather than expansion, en- 
able the bed to be raised and lowered 
easily and sustain it at any angle in mid- 
air. The fact that these springs are com- 
pressed rather than expanded is assurance 
of their long life. 



DETAILS of CONSTRUCTION 



BODY FRAME 

The body frame is constructed of angle iron, with 1 H in. diameter underslung pipe rail. 
Cross angle at top and bottom of head post 1 U in. x 2 in. Cross angles of fabric spnng 
I } 2 in. X 2 in. Fabric spring, when bed is in use, I 5 in. above floor. 

HEAD FRAME 

Head frame consists of two cross angles, one at bottom and the other at the top, f«c"relly 
fastened to head posts. These posts are of No. I I gauge steel and serve as a track tor the 
rollers. Movable head board operates as a pillow guide. Extreme height of head end 
44 in. 

FOOT FRAME 

The foot frame is constructed in two sections. The upper section is fastened to the body 
frame by means of machine screws and riveted Lower part attached to upper part of 
foot end by means of an automatic hinge which securely locks itself in place when bed 
is lowered, preventing possibilities of collapsing and eliminating the extra adjustments 
required with ordinary beds. Equipped with rubber foot mounts to prevent wear and 
tear on carpets and floors. Extreme height of foot end 21 34 »n. 

SPRINGS AND MATTRESSES 

"Colonial" Door Beds are furnished only with wire link fabric springs. Mattresses 
furnished are either cotton felt, hair or spring center. For illustrations and complete 
details of springs and mattresses, see page 31. 



TUBING 



r is used. Filler rods in movable 



The best I H in. square, seamless, cold rolled steel tubing i„ - 

head board are J4 in. x I in. Cross rods I in. x I in. Foot board the same in addition 
to a heavy tube, I in. x 2 in. 

FINISH 

Any enamel or wood finish may be had. Stock finishes Mahogany and Walnut. . 

SIZES 

Made in three sizes. 3 ft. twin bed size. 4 ft. three-quarter bed size and 4 ft. 6 in. full 
double bed size. 

/^T T A O A KITTrir The "Colonial" Door Bed carries the same guarantee as 
LlUAKAiN 1 11.11. any of our other "White" Equipment. It is manufac- 
tured of the finest materials obtainable and guaranteed to be in perfect mechanical 
condition. The "Colonial" bed is just as durable and lasting as our other designs, or 
as a regulation stationary bed. It is guaranteed for twenty years against mechanical 
imperfections or defects caused by ordinary use. 

r\l ir\~r a T/^M Q " Colonial " Door Beds will be given on request. Infor- 
VJUvJ 1 A 1 IWiNO mation should be given concerning quantity, style, size 
and finish desired. Since the " Colonial " Door Bed is composed of so few working parts 
and is so simple in design it can be easily installed by almost anyone with the aid of the 
instruction card which is attached to every bed. Shipment is made m knocked down 
form which facilitates handling and installation. There is practically nothing to get 
out of order and the installation may be handled by the carpenter or contractor who 
handles the rest of the building installation. As a rule the doors are included in the 
general carpenter's contract and can be supplied by any mill. 
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SPECIFICATIONS FOR PIVOT DOOR INSTALLATION 

FULL SIZE "COLONIAL" DOOR BEDS 



5 ft. 0 in. INSTALLATION— Scale M 



4 in. 



I ft. 0 



in. 




pivoteii pivoted riqht 

biocKmg ^or Bed Door 
FiK)i5hed Jambs 

ixA 2x4. 
Finished Opening 5-0' 



Rough Open tug Max 5>4^ 



Finished Floor Lin«n 




Fig. 2. Roughing in and finished jamb dimensions 
and specifications. 



Fig. 3. Suggested finished elevation. For other 
treatments see Figs. I to 5, page 30. 



Similar Installation for 
% SIZE -'COLONIAL" DOOR BEDS 




Floor plan of similar installation for ^4 size or 4 ft. 
"Colonial" Door Bed, 



This IS the most compact installation of the "Colonial" Door Bed. It is particularly desirable 
where an extra bed is wanted for emergency accommodation purposes. Ordinarily where this 
installation is used the dressing room and dressing cabinet described on pages 34 and 35 do not 
conveniently adapt themselves, as the closet construction is reduced considerably. An excep- 
tion, however, is made where sufficient depth is available for a dressing room; in which case an 
individual access door is necessary which may be located at either side of the bed at right 
angles to the bed doors. 

Figure I . Showing the floor plan arrangement. A 2 ft. deep closet, measuring from the front of 
the door to the back plaster wall, is necessary although it may be increased to allow for wall hooks 
or shelves. The interior of the closet is always concealed whether the bed is in use or in the closet. 
When the bed is in use, it is possible to gain access to the closet without interfering with the bed, 
thus utilizing this space. Where the hinged panel is located too near a cross wall to permit it to be 
opened fully so as to give a full 5 ft. opening, it is advisable to increase the width of the 2 ft. side 
panel to 2 ft. 2 in., making an overall finished installation 5 ft. 2 in. wide. 

Figure 2. Showing roughing in and finished jamb dimensions and specifications. 

Figure 3. Showing a suggested finished elevation, which though inexpensive, gives a good ap- 
F>earance, The doors are made up of a pivot door 3 ft. wide by 6 ft, 73/2 in. bigh by 1 % in. thick 



and a side panel 2 ft. wide by 6 ft. 73^ in, high by 1 3 § in. thick, 
are possible. See Figs. 1 to 5, page 30, for suggestions. 



Many other attractive treatments 



For Complete Installation Details of Full Size Bed Use Our Service Sheet No. 2 A 
For Complete Installation Details of 3^ Size Bed Use Our Service Sheet No. 9A 
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SPECIFICATIONS FOR PIVOT DOOR INSTALLATION 

FULL SIZE "COLONIAL" DOOR BEDS 

6 ft. 0 in. INSTALLATION— Scale M in. ^ I ft. 0 in. 




Fig. I. Floor plan. 



Similar Installation for 
V. SIZE "COLONIAL" DOOR BEDS 



4 5i2 E Bed 4-0" 




Floor plan of similar installation for ^4 size or 4 ft. 
"Colonial" Door Bed, 



Pivoted Left Pivoted rtqht 

-6'— ^\ r 

BlocKinqtor Bed Door 



Finished Jambs 

2X4* 2x4 

€>''0" Finished Opemnq 



Ma)C. fe'-4" Rough Opening 



AV17I 



Finished Floor L»n<t 

Fig. 2. Roughing in and finished jamb dimensions and 
specifications. 



o 



AS-t7l 



Adjustable 5oii Beonn^i Pivdt 

Figs. 3. Suggested finished elevation. For other treat- 
ments see Figs. II to 14, page 30. 



This installation permits entrance into the bed closet without disturbing the bed, and also has a 
minimum amount of closet space. It is especially practical for emergency accommodations, and 
will serve as a combination clothes and bed closet in rooms where an ordinary clothes closet is not 
possible. The dressing room and dressing cabinet described on pages 34 and 35 may be carried 
out in connection with this installation if sufficient depth is available. The hinged 3 ft. door 
should be used for passage into the closet only where necessary, and it is advisable to provide an 
individual access door at either end of the closet. 

Figure /. Showing the floor plan arrangement. A 2 ft. deep closet, measuring from the front of 
the door to the back plaster wall is necessary, although it may be increased to allow for additional 
wall hooks or shelves. Interior of the closet will always be concealed whether the bed is in use 
or in the closet. When the bed is in use it is possible to gain access to the closet without interfering 
with the bed, thus utilizing this space. 

Figure 2. Showing roughing in and finished jamb dimensions and specifications. 

Figure 3. Showing a suggested elevation, which is attractive, though inexpensive. Standard 3 ft. 
doors may be used. The two doors are made up of a pivot door 3 ft. wide by 6 ft. 73^ in. high 
by 1 % in. thick, and a side panel 3 ft. wide by 6 ft. 7}/^ in. high by 1 % in. thick. A \ % in. thick 
side panel may be used if desired. Many other attractive treatments are possible. See Figs. 1 1 
to 14. page 30, for suggestions. 



For Complete Installation Details of Full Size Bed Use Our Service Sheet No. 2N 
For Complete Installation Details of ^ Size Bed Use Our Service Sheet No. 9N 
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SPECIFICATIONS FOR PIVOT DOOR INSTALLATION 

FULL SIZE "COLONIAL" DOOR BEDS 

7 FT. 0 IN. INSTALLATION— Scale H in. = I ft. 0 in. 




Drcssmq Room 
M milium depth should be 5-6' when 
White* Ore ssmq Cabinet is used 




Fig. I. Floor plan. 



Similar Installation for 
H Size "COLONIAL" DOOR BEDS 




■ r 



3-0 



- f I Stzc Bed A O" 




Floor plan of similar installation for ^ size or 4 ft. 
"Colonial" Door Bed. 



2-2X6 



Sloc ijrmq (or Bed Door 

\^ Finished JorM bs — ' 

2X4-" 2X4-^ 
^ 7-0* Finished Opening. , 



^ Hax. 7-4" Rough Opening 



Fmrshgd Floor line 2 
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-a 



'AdJustoble Bad &<zorinq Ptvot 



Fig. 2. Roughing in and finished jamb dimensions and 
specifications. 



Fig. 3. Suggested finished elevations. For other treatments 
see Figs. 6 to 10. page 30. 



This installation is very popular because entrance to the closet may be made by day or night, 
without interfering with the bed, and also because the entire oi>ening is kept closed at all times, 
Whether the bed is in the closet or in use, the panel doors on either side of the pivot door give easy 
access to the dressing room, and conceal it perfectly at all times. We recommend the use of the 
dressing room and dressing cabinet behind the bed as shown in the floor plan. By increasing the 
length of the dressing room to a minimum of eight feet, it is possible to include the facility of a 
dressing table and a 5 ft. dressing cabinet. Both of these are described on pages 34 and 35. 
Without the dressing room, minimum depth of the closet is 2 ft. measuring from the front of the 
doors to the back plaster wall. 

Figure I. Showing the floor plan arrangement. In this plan the entrance panel is at the left, but 
by hanging the bed on the pivot door so as to overhang on the left side, the entrance may be had 
at the right. The location of the bathroom decides on which side the bed should overhang. 

Figure 2. Showing roughing in and finished jamb dimensions and specifications. 

Figure 3. Showing a suggested elevation of plain panel doors. The bed door is 3 ft. wide by 6 ft. 
7}/2 in. high by I % in. thick. The side panels are 2 ft. wide by 6 ft. 7}^ in. high by 1% in. thick. 
Side panels I ^ in. thick may be used if desired. If desired the side panels may be made with 
glass in French window style, giving this the appearance of one entrance door with two side lights. 
Many other attractive combinations can be worked out. See Figs. 6 to 10, page 30. 



For Complete Installation Details of Full Size Bed Use Our Service Sheet No* 2D 
For Complete Installation Details of ^4 Size Bed Use Our Service Sheet No, 9D 
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SPECIFICATIONS FOR RECESS INSTALLATION 

FULL SIZE "COLONIAL" DOOR BEDS 

5 FT. 0 IN. INSTALLATION— Scale M = I ft- 0 in. 




AS' 

Fig. I. Floor plan. 



Ftnishcd jQinbs 



2x4- 



5-0' Fimshcd Opening 



5->4' Mox. Rou<^ Opgnmq 



5-2 Mm. 



Fmi^cd Floor lin* 

Fig. 2. Roughing in and finished jamb dimen- 
sions and SF»ecifications. 



^Hanqm^ Plate 



^ Finished Floor 

Fig. 3. Suggested finished elevation, 
other treatments see Fig. 15. page 30. 
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Similar Installation for 
SIZE -COLONIAL" DOOR 
BED 
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Floor plar 
" Colonial 



\^ S/2€ Bed 4-'o" I 

of similar installation for ^4 i*ize or 4 ft. 
' Door Bed for recess installation. 



Where space for a closet cannot be arranged, and where it is desired to secure the most 
economical installation of a full size bed, the recess installation of the ''Colonial'* Door 
Bed is the most efficient possible. This installation has been designed for use in places 
where economy of space is of most importance and is as adaptable to old buildings where 
an increase of capacity is desired. The Colonial " Door Bed used is the same bed as used 
for pivot door installations, being alike in construction, operation and finish, the only 
difference being in the manner of installation. A 5 ft. 2 in. by 4}4 in. by % in. hanging 
board (illustrated and described on page 28) is furnished for this installation. 

Figure /. Showing the floor plan arrangement. The bed builds into a recess 5 ft. wide 
between the jambs and I ft. 5 in. deep from outside face of door to back plaster wall. 
The bed is attached to the wall. 

Figure 2. Showing roughing in and finished jamb dimensions and specifications. 

Figure 3. Showing a suggested finished elevation of French window style doors. Doors 
are 2 ft. 6 in. wide by 6 ft. 8 in. high by 1 ^ in. or 1 ^ in. thick. Ordinary panel doors 
may be used if desired. Many other attractive treatments are possible. See Fig. I 5. page 
30, for suggestions. 



For Complete Installation Details of Full Size Bed Use Our Service Sheet No. 2F 
For Complete Installation Details of % Size Bed Use Our Service Sheet No. 9F 
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CANOPY INSTALLATION for "COLONIAL" DOOR BEDS 




The illustrations at the right and left show how the canopy installation of the "Colonial" Door Bed 
provides an extra bed room for regular or emergency use, and without any increase of floor space. By 
its use, practically any rooTi doing other purposes during the day can be quickly converted into com- 
fortable sleeping quarters it night. It is the ideal installation for servants' quarters, sleeping porches, 
etc. or any room doing double duty. The "Colonial" Door Bed used is the same bed as used for the 
pivot door installation, being alike in construction, operation, and finish, the only difference is in 
the manner of installation. The bed is fixed to the wa!l and is concealed by a canopy. Only a min- 
imum amount of floor space is required, the canopy rod projecting only I ft, 8 in. out from the wall. 
A hanging board (illustrated and described on page 28) is furnished for this installation. This type 
of installation is satisfactory in every way, but is recommended for use only where other instaUations 
are not practical. 



INSTALLATION FOR FULL SIZE BED 



Scale 14 m. = 1 ft 0 in. 



INSTALLATION FOR 34 SIZE BED 




INSTALLATION FOR TWIN SIZE BED 



II I I I I I I 
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Finished Elevation 
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Floor Plan 



Finished FJevation 
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Finished Elevation 



For Complete Installation Details Use Our Service Sheet No. 2P for Full Size Bed, No. 2Q for Y4 Size Bed, No. 2R for Twin Size Bed 
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SPECIFICATIONS FOR PIVOT DOOR INSTALLATION 

TWIN SIZE "COLONIAL" DOOR BEDS 

7 FT. 0 IN. INSTALLATION— Scale H in. = 1 ft. 0 in. 




Dressinq Room 
«fi Mmtnium depth should toe s-6* 
o whert White" Dressinq Cabinet is used 






Fig. I . Floor plan. 



Fig. 4. Suggested finished elevation. For other treatments 
see Fig. 3 above, and Figs. I 7 to 20. page 30. 
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IIMqx 7-4" Rough Opening 
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Finished Floor Ltne 




||.XS 0*V 




~ Adjustable &ail fteonnq Pivots 



Fig. 2. Roughing in and finished jamb dimensions and 
specifications. 



AS-176 

Fig. 3. Suggested finished elevation. For other treat, 
ments see Fig. 4 below, and Figs. 17 to 20, page 30. 



This is an arrangement whereby it is possible to bring out either of the twin beds into the room without 
moving the other. This is accompHshed by means of a 1 ft. center pivoted panel between the two bed 
doors. Opening the center pivot panel at right angles permits both beds to swing freely. If a dressmg room 
with a dressing cabinet is desired, we recommend the use of a 7 ft. White" Dressmg Cabmet where 
it is desired to have both a dressing cabinet and a dressing table, the 5 ft. dressmg cabmet should be 
used in a minimum 8 ft. length dressing room. Where the dressing room is used, it is necessary to 
have a side entrance door into the dressing room and the bathroom. Where the dressmg room is not 
necessary, a closet of a minimum depth of 2 ft. measuring from the outside face of the door to the back 
plaster wall of the closet, is necessary. This will give a twin bed closet installation in a minimum amount 
of space and will provide the added feature of allowing the use of either bed without interference with the 
other. 

Showing the floor plan arrangement with the entrance to the bath at the left. 
Showing roughing in and finished jamb dimensions and specifications. 

Showing a suggested elevation of plain panel doors. Various elevations may be designed. 
An efficient method of handling this situation is to place the head jamb trim to the width of the bed doors 
and attach jamb trim on both sides of a flush panel center panel door. Also, a piece of baseboard should be 
attached to the bottom of the center panel. By this arrangement an elevation having the appearance 
of two doors may be procured. The bed doors are 3 ft. wide by 6 ft. in. high by I ?4 m. thick. 1 he 
center panel is 1 ft. wide by 6 ft. 7H in. high by I % in. thick. A center panel I % in thick may be 
used if desired. Instead of a flush panel center panel for the installation which is described, a wood frame 
may be made, covered with wood or plaster board. This is somewhat less expensive and just as satis- 
factory. Many other attractive treatments are possible. See Fig. 4 on this page, and Figs. 1 7 to 20, 
page 30, for suggestions 

For Complete Installation Details Use Our Service Sheet No. 2E 
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SPECIFICATIONS FOR PIVOT DOOR INSTALLATION 

TWIN SIZE XOLONIAL" DOOR BEDS 




7 FT. 4 IN. INSTALLATION 



-Scale 



14 rn. 



ift.o 



in. 



Whfte' Dressing Tobic 

Dfessmq Room 
Minimum depth sHoaid be 5^" wncM 
"V/Hite" Drcssmq Cabmet is us«rt 




Fig, I . Floor plan. 



Fig. 4. Suggested finished elevation. For other treatments see 
Fig. 3 above, and Figs. 21 to 23, page 30. 
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Fig. 2. Roughing in and finished jamb dimensions and 
specifications. 



Adjustable Bq/i Beofinq Pi>/ots' 



Fig. 3, Suggested finished elevation. For other treat- 
ments see Fig. 4 below, and Figs. 21 to 23, page 30. 



They 



The panel doors in this type of installation form a complete disguise for the beds behind them, 
do not look like doors at all but like panels, and with the present leaning toward paneled walls in the 
better class of buildings, this method of treatment of the bed doors is one that will meet with distinct 
approval. We recommend the use of the dressing room and the *' White *' Dressing Cabinet and "White " 
Dressing Table behind the beds as shown in the plan. A separate door must be provided for entrance 
to the dressmg room and bathroom. Where it is not desired to have the dressing room feature in con- 
nection with the beds and closet, a minimum depth of 2 ft. measuring from the front of the doors to the 
back plaster wall is necessary. This will give the simplest and most efficient closet arrangement of twin beds. 



Figure /. Showing the floor plan arrangement, 
room simultaneously. 



It is necessary that both beds be brought out into the 



Figure 2. Showing roughing in and finished jamb specifications and dimensions. 

Figure 5. Shows a suggested elevation for flush panel treatment. The baseboard is attached directly 
to the door, and 34 in. by 2 in. strips are used for panel separators. Stock 1 in. molding may be used 
for the panel, and it is advisable to drop the picture molding to the top of the door, carrying this picture 
molding around the room at this mentioned height. The bed doors are both 3 ft. 8 in. wide by 6 ft. 
714 m. high by 1 % in. thick. Many other attractive treatments are possible. See Fig. 4 on this page, 
and Figs. 21 to 23, page 30, for suggestions. 



For Complete Installation Details Use Our Service Sheet No, 2C 
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SPECIFICATIONS FOR PIVOT DOOR INSTALLATION 

TWIN SIZE "COLONIAL" DOOR BEDS 

5 FT. 0 IN. INSTALLATION— Scale M = Ut- 0 in. 
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Fig. 2. Roughing in and finished jamb dimensions and speci- 
fications. 



Fig. 3- Suggested finished elevation. For other treatments see 
Fig. 4 below, and Figs. 24 and 25. page 30. 



(Patented Mar. 31. 1925} 
Fig. I . Floor plan. 



n 



Fig. 4. Suggested finished elevation. Foi 
Fig. 3 above, and Figs. 24 and 25. page 30. 
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treatments see 



This installation is an exclusive patented arrangement which is not possible by the use of any other type 
of disappearing bed. It is the ideal installation for Twin Size "Colonial" Door Beds, having ample 
dressing room space for the "White" Dressing Cabinet and the "White" Dressmg Tab e. If the length 
of the dressing room is approximately the same as the length of the bed mstallation. the most practical 
arrangement is possible with the use of a 5 ft. dressing cabinet and dressing table. Where the dressing 
room arrangement is not desirable, and it is not necessary to have access to the bathroom, a closet alone 
may be designed, on the basis of allowing a 2 ft. minimum depth measuring from the front of the doors 
to the back plaster wall to allow for the pivoting of the beds. Additional space may be provided in this 
closet for shelves, coat hooks, etc. When center panel is open, both beds can swing at the same time. 
Access to the closet is possible whether beds are up or down. When beds are out in the room the entire 
opening is closed, insuring privacy at all times. 

Figure I Showing the floor plan arrangement. In this plan the entrance panel is pivoted off center at 
the right as the bath entrance is at the left. This off center pivot should be placed at the left side when 
the bath entrance is at the right. 

Figure 2. Showing roughing in and finished jamb dimensions and specifications. 

Figure 3. Showing a suggested elevation of plain panel doors. The use of flush panel doors in place of 
single panel doors will permit of a paneled arrangement which will give perfect concealment. The bed 
doors are both 3 ft. wide by 6 ft. 7^ in. high by 1 H in. thick. Center panel is 2 ft. wide by 6 ft, 
high by 1 ^ 8 in. or \ % in. thick. Many other attractive treatments are possible. See Fig. 4 
page, and Figs. 24 and 25, page 30, for suggestions. 

For Complete Installation Details Use Our Service Sheet No. 2B 



7^2 in, 
on this 



niiiiiiiMiiuiiiiiiiiimiiiimimmni iimiiiiiiiimiim 

"White'' Boor Beds and Space Saving Conveniences 



iiiiiiiHHiiHiiiiiiiinmimiiMiim TTimiiii iinniimiiimiiii iniiiiiii mimi iiiiiiii uiri Milium ii 



Page Twenty-seven 



mirmiririrririiiiiri 



mmmrnrmmimmrmrmr HiiiiiHiiiiiiiiiiiiiiiiiiiMMiiiiiiimmmmrmmmrmmiiiiiii 



iiiriiiiiiinniii 



SPECIFICATIONS FOR RECESS INSTALLATION 

TWIN SIZE "COLONIAL" DOOR BEDS 

4 FT. 0 IN. INSTALLATION-Scak % in. = / jt 0 in. 
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Fig. I. Floor plan. 



Fig. 2. Roughing in and finished jamb 
dimensions and specifications. 



^ Fmi«>hcd Floor Im^ 

Fig. 3. Suggested finished elevation 
other treatments see Fig. 16. page 30. 



The recess installation of a single twin size "Coloniar' Door Bed has proven to be very popular in buildings where no closet 
space can be arranged and where it .s desired to secure an economical installation. This installatS requir^fa r^rnim^^^ 

Jarrat onr"" The "C r" " T" n ^^"^.^f^^r- '^^t ^"'''^''^^^ required only argHgibir~n" 

of alterations. The Colonial Door Bed used is the same bed as used for the pivot door installations, being alike in con- 



A 3 ft. 4 in. by 43^ in. by J4 in. 



in- 



struction operation and finish, the only difference being in the manner of 'insuHatroV 
hanging board (illustrated and described below) is furnished for this installation. 

Figure /. Showing the floor plan arrangement. The bed builds into a recess 4 ft. wide between the iambs and I ft 
deep from outside face of door to back plaster wall. The bed is attached to the wall ^ 

Figure 2. Showing roughing in and finished jamb dimensions and specifications. 

f?t"wide bv''6Tt"8 in'Stl^^3/''^'^ "'rsT-'^lu- r^Ie panel doors. French doors may be used if so desired. Doors are 
30 foTsuggestions ^ °" ^ ^^"^ attractive treatments are possible, see Fig. 16. page 

Hanging Board for "Colonial" Recess and Canopy Beds 

The hanging board should be fastened securely to the wall with screws in studs, with toggle bolts in tile parti- 
r^^T r""?""" •'"P^ °" ^ 2 in. tile partition, it is advisable to brace the hang- 

ng board with a strip at each end of recess between hanging board and door jamb. For the -Plymouth" and 
thriower J'^"" °l '•"•^-Colonial" Door B^. the bed plates should be placed on the hanging b3 L thai 
theirloweredges will be 3 ft. m. from the finished floor For the 'Pilgrim- design, the lower edees of the 
bed plates shall be 3 ft. in. from the finished floor. 8.1"= 'ower eages of the 

For Complete Installation Details Use Our Service Sheet No. 2G 
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DIRECTIONS for INSTALLATION 
of "COLONIAL" DOOR BEDS 

These Directions Apply to Full Size, % Size and Twin Size '^Colonial' Door Beds 




All that is necessary to install 
the "Colonial" Door Bed is 
to hang the pivot doors, attach 
the bed plates and surface 
bolts. The bed itself is simply 
set in place in the bed plates, 
secured by its own weight. The 
method of installing the top and 
bottom pivot is shown on the 
accompanying diagrams, with 
directions which can be followed 
by any carpenter or contractor. 

Step I . Fit door to opening be- 
fore attaching hardware. Fin- 
ished door must be 3 ft. wide and 
6 ft. 7>2 in. high. 

Step 2. Install head jamb plate. 

Step 3. Install ball bearing ad- 
justable floor plate. Follow 
directions for method of instal- 
lation on instruction card 
attached to floor plate. 

Step 4. Attach lower pivot to 
door using the two washers pro- 
vided. 

Step 5. Insert upper pivot in 
jamb plate, then push door into 
place and fasten upper pivot 
with screws to the door. 




Note variation in location of hanging plates for the several designs of ''Colonial'* Door Beds 



NOTE: Care should be taken to center door accurately and to conform with all the dimensions shown. The Pivot with the long pin 
should be used at the top. and the one with the short pin, at the bottom of the door. Floor plate is of the same thickness as the carpet 
and lining. It is hidden where a carpet is used. Doors should be ordered 6 ft. 8 in. in length and then cut down at the job to dimen- 
sions shown. 

For Complete Installation Details Use Our Service Sheet No. 2L 
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MISCELLANEOUS DOOR TREATMENTS 

On this paee are illustrated suggested door treatments for the various installations of "White" and "Colonial" Door Beds. These by no means exhaust the possibil- 
ities of door treatment and are offered only as an illustration of styles that have found favor on buildings we have equipped in the past. We do not tumi sh doors. 
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Fig. I 



Fig 2 ™ Fig- 3 Fig. 4 

Suggested door treatments for "White" Door Bed installation shown on page 8._and "Colonial" Door Bed installation shown on page 20. 
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Fig. 6 



Suggested door treatmeJts for "White" Door Bed installation shojn^onpage W, and "Colonial" Door Bed installation shown 



on page 22. 



Fig. 10 
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SuggJtied\oor treatments for "White" Dolr%ed installation shown on page 9, and "Colonial" Door Bed installation shown on page 2/ 



Fig. 12 



Fig. 13 



Fig. 14 
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Fig. 15 Fig. 16 

Suggested recess door treatments for "While" installations 
on pages II and 16, and "Colonial" installations on 
pages 23 and 28. 
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Fig 17 Fig 18 Fig. 19 Fig. 20 

Suggested door treatments for "White" Door Bed installation shown on page 13. and "Colonial" Door Bed installation shown on page 25. 




□ 




I 



Fig. 23 



Fig. 21 „ Fig. 22 Mg^ 

Suggested door treatments for "White" installation on page 14, and "Colonial' installation on page 26. 



Fig- 24 ^ „ Fig. 25 

Suggested door treatments for "White" installation on page 15, and "Colonial 
installation on page 27. 
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SPRINGS FOR ALL "WHITE" AND "COLONIAL" DOOR BEDS 




lilUlil 

Rill 



LINK FABRIC SPRING 

Each strand of the steel fabric is attached to the angle iron cross 
rails at both head and foot with oil tempered helical springs. Flat 
steel bands on each side of the fabric prevent sagging against side 
rails of the bed, making this an extremely comfortable spring. 



For "White ' Door Beds 
No. 194 For 4 ft. 6 in. bed 
No. 195 For 4 ft. bed 
No. 196 For 3 ft. bed 



For" Colonial" Door Beds 
No. 197 For 4 ft. 6 in. bed 
No. 198 For 4 ft. bed 
No. 199 For 3 ft. bed 



DOUBLE DECK COIL SPRING 

The coils are made of premier tempered wire, and are all connected 
with each other at the top with sensitive interlocking tempered steel 
helical springs. An extra heavy border wire with a stabilizer on 
each side prevents sagging. Heavy angle iron sides and ends. Steel 
cross slats are riveted to the sides of the frame and form a foundation 
for the coil springs. 4 ft. 6 in. size spring has 99 coils, 4 ft. size 88 
coils, 3 ft. size 56 coils. 




For "While" Door Beds only 
No. 160 For 4 ft. 6 in. bed 
No. 161 For 4 ft. bed 
No. 162 For 3 ft. bed 



BOX SPRING 

High grade wood frame. The oil tempered coil springs are 9 in. 
high. Each spring is securely fastened to the frame and is tied 8 
times with the best hemp twine. Top of springs are covered with 
good quality new burlap, then with a layer of cotton felt. Made 
with imperial rattan edge, and covered with striped 8 oz. A. C. A 
ticking. Supplied with buckles for attaching mattress. Approx- 
imate weight, of 4 ft. 6 in. size. 105 lbs.; of 4 ft. size 100 lbs.; of 3 ft 
size. 90 lbs. 

For " White" Door Beds only 
No. 187 For 4 ft. 6 in. bed 
No. 189 For 4 ft. bed 
No. 188 For 3 ft. bed 



MATTRESSES FOR ALL WHITE AND COLONIAL' DOOR BEDS 





COTTON FELT MATTRESS 

Made of long staple white cotton felt. Diamond tufted, with rolled 
edge, and 4} 2 in. box. Covered with 6 oz. A. C. A. striped ticking. 
Made with straps to hold it in place, and to allow turning and re- 
versing. Approximate weight, of 4 ft. 6 in. size. 45 lbs.; of 4 ft. size, 
40 lbs.; of 3 ft. size. 30 lbs. 

No. 183 For 4 ft. 6 in. bed 
No. 191 For 4 ft. bed 
No. 184 For 3 ft. bed 




INNER SPRING MATTRESS 

Each spring inclosed in a muslin pocket, then woven into an extra 
strong and durable burlap fabric, attached 8 times and sewed rigidly 
into place. Covered on both sides with felt filling weighing from 
24 to 32 lbs. depending on the size of the mattress. Made with 
imperial roll, 5 in. box edge, round corners and tufted top and bot- 
toni. Covered with 8 oz. A. C. A. ticking. Made with side handles 
and straps for fastening to springs. Approximate weight of 4 ft 6 
in. size, 55 lbs.; of 4 ft. size, 50 lbs.; of 3 ft. size, 40 lbs. 

No. 185 For 4 ft. 6 in. bed 

No. 193 For 4 ft. bed 

No. 186 For 3 ft. bed 



HAIR MATTRESS 

Made of long curled hair. Diamond tufted, wiih plain edge and 
4 in. box. Covered with 8 02. A. C. A. striped ticking. Made with 
straps to hold it in place, and to allow turning and reversing. 
Approximate weight, of 4 ft. 6 in. size. 35 lbs.; of 4 ft. size, 32 lbs.; 
of 3 ft. size, 26 lbs. 



No. 18) 
No. 192 
No. 182 



For 4 ft. 6 in. bed 
For 4 ft. bed 
For 3 ft. bed 
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The "COLONIAL" ROLLER BED 



"The Movable Bedroom On Wheels' 




The "Colonial" Roller 
Bed is perfectly bal- 
anced — it will stay in 
any position without 
falling or closing. It is 
simple to operate and 
can be easily up-handed 
on it« portable carriage. 



One of the most ingenious creations in concealed bed development. In addi- 
tion to being comfortable, attractive and convenient, the "Colonial'* Roller 
Bed has many advantages not contained in the ordinary stationary bed. Being 
mounted on large rubber- tired wheels, it can be moved easily and swiftly to any 
place as desired. During the day it is effectively concealed in a closet or behind 
draperies if a recess is not available. 

It is built exactly like our "Colonial" Door Bed and operates on the same 
principles. (For full description see pages 18 and 19.) 

The "Colonial" Roller Bed can be rolled through any doorway 2 ft. 4 in. wide by 6 ft. 8 in- 
high — no special doors are required. It is not hung on the wall, nor attached to the door, 
jamb or building — the bed rests entirely on the floor. 

Each bed is mechanically jjcrfect — is strongly constructed of steel throughout. It is mounted 
on an all-steel truck which is bound with felt — a protection to the furniture when bed is moved 
around. 

Can be had in full size and twin size. Finished in mahogany or walnut wood finish or in any 
special enamel finish as desired. Shipped K. D. to be assembled on the job. 




The "Colonial" Roller 
Bed can be handled with 
ease by a woman. Its 
smooth running, ball- 
bearing wheels allow it 
to be pushed easily and 
swiftly to any desirable 
place in the house. 



II 



_ 111 
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"WHITE" COLONIAL ROLLER BED INSTALLATIONS 

Minimum Height Door 6 ft. 8 in. For All Inslallalions 

INSTALLATION No. 1 FOR FULL 
SIZE BED 




INSTALLATION'No. t 




ROLLER TYPE INSTALLATION No. 1 





RECESS 






3 


Door 






A 


Twin 


Full 




Size 


Size 


2 ft. 4 m. 


1 ft. 8 in. 


3 ft. Oin. 


2 ft. 6 in. 


J ft. 6 in. 


2 ft. 10 in. 


2 ft. 8 in. 


I ft. 4 in. 


2 ft. 8 in. 


2 ft. 10 in. 


1 ft. 2 in. 


2 ft. 6 in. 


3 ft. 0 in. 


[ ft. 0 in. 


2 ft. 4 in. 



CLOSET DEPTH 
C 



Twin 
Size 



8ii 

8 in, 
6 in 
6 in 
6 in 



Full 

Size 



3 ft. 7 in 

3 ft. 5 in 

3 ft. 3 in 

3 ft. 1 in 

2 ft. 1 I in 



INSTALLATION No. 2 FOR FULL 
SIZE BED 



ROLLER TYPE INSTALLATION No. 2 







RECESS 


CLOSET 


DOORS A 


iJt'IDTH 


DEPTH 






B 


C 


Twin Size 


Two I ft. 10 in. 


3 ft. 8 in. 


2 ft. 4 in. 


Full Size 


Two 2 ft. 8 in. 


5 ft. 4 in. 


2 ft. 4 in. 



INSTALLATION No. 3 FOR FULL 
SIZE BED 



ROLLER TYPE INSTALLATION No. 3 



DOOR 


A 


RECESS 
WIDTH 
B 


CLOSET 
DEPTH 

C 


Twin Size 


2 ft. 4 in. 


2 ft. 6 in. 


4 ft. 0 in. 


Full Size 


2 ft. 4 in. 


2 ft. 6 in. 


5 ft. 6 in. 




INSTALLATION No. 4 FOR TWIN 
SIZE BEDS 



ROLLER TYPE INSTALLATION No. 4 









CLOSET 


DOOR A 


RECESS B 


RECESS D 


DEPTH 

C 


2 ft. 4 in. 


3 ft. 7 in. 


I ft. 5 in. 


2 ft. 6 in. 




INSTALLATION No. 5 FOR TWIN 
SIZE BEDS 



ROLLER TYPE INSTALLATION No. 5 




RECESS 


CLOSET 


DOOR A 


WIDTH 


DEPTH 




C 


2 ft. 4 in. 


4 ft. 10 in. 


3 ft. 10 in. 
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THE "WHITE" DRESSING ROOM and 




s Whf+c Drcssinjq Cabinet 



s 



White Drcssvnq Table 

^ Door io Both 

DiTGSsinq Room 

Minimum Depth Should be 5-6" Where vs/h\k' Dressmq 
Cabinet is used ^ ^ 



■liiiiii 



iiiiiii 




A typical f essing room arrangement including a 5 ft. " White" Dressing Cabinet 
and a White Dressing Table. Even more compact arrangements are possible 
as may be seen on the preceding door bed installation pages. 



WE are describing on these two pages 
the modern substitute for a bed- 
room—The "White" Dressing Room 
and the Space Saving Conveniences 
that make it possible. Their use gives 
to the modern efficiency apartment all 
the convenience and privacy anyone 
could desire, yet in a space which is but 
a fraction of the regular bedroom. When 
used in conjunction 
with a "White*' or 
"Colonial" Door Bed 
these "White" Space 
Saving Conveniences 
form an unbeatable 
combination for com- 
pact comfort. 





Above — View in dress- 
ing room. Dressing Table 
not illustrated. 



Left — Dressing Ro 
bed doc 



toom as 

seen when bed doors are 
open. 




The 'White' Space Saving Dressing Cabinet 

{Patented Decembei' 11, 1023) 

7 ft. size J„d" IhTffonter a^Jat ^th^.^''"^' T'^'^'"'' """^ ^" advantages of a closet 

ana chittonier and at the same time is more economical and convenient than either U 

assemble and set m place. May be built in 



or with one or both ends exposed. 

No. 206 Cabinet with tray section at 
right. 

No. 207 Cabinet with tray section at 
left. 

























HANCimC^ APACE 


or 







For Complete Installation Details of the 7 ft. and the 5 ft. Dressing Cabinets Use Our Service Sheet No. 12 
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ITS SPACE SAVING CONVENIENCES 

The 'White' Space Saving Dressing Cabinet 

{PaU'Hled Deccmher //, 1024) 
See Illustration on Opposite Page 

- . The 3 ft. "White" Dressing Cabinet is identical in description 

5 / r. Size with the 7 ft. "White" Dressing Cabinet No. 206-7 illustrated 
and described on the opposite page. Contains one section of trays on either 
right or left side. Wardrobe space is 3 ft. 3 in. long. Over all length is 5 tt. 
Finished only with a protective pore sealer or toned lacquer. 
Any carpenter can assemble and set in place. May be built with one or both 
ends exposed. Floor plan is shown below. 

No. 173 Cabinet with tray section at right. 

No. 174 Cabinet with tray section at left. | 





The 'White' Space Saving 
Dressing Table 

(Design Patented December 26, 1922) 
This is another convenient feature, combining beauty 
and utility in small space. It has center mirror 1 ft. 
9 in. wide by 1 ft. 7 in. high, two wing mirrors 6 m. 
wide and two drawers for toilet accessories Table 
attaches to wall with screws and sets on baseboard as 
shown. Height 3 ft. 9M in., width over all 3 ft. 4 in., 
depth 1 ft. 6 in. Finished only with a protective 
pore sealer of toned lacquer. Shipped ready to set 
in place. Floor plan is shown below. 

Order by Number 277 




The 'White' Space Saving Wardrobe Cabinets 



The "White" Wardrobe Cabinet is primarily designed for use in apartments, hotel and club rooms and m homes where, due to 
a limited area devoted to closets, every available bit of closet space must be utilized to its fullest extent. Not only does this 
Cabinet perform this function, providing every convenience necessary, but it has the added advantage of requiring a much 
shallower closet opening than is usual and of eliminating entirely the expense of interior finishing of the closet. 



shallower closet opening than is usuai ana oi eiiiiiumLuis cutuciy luc c^pcuo^ ^ii^^.v^. ^- — ^ k 1 fi^ 107/ 

The "White" Wardrobe Cabinet is composed of two separate standard units— a Storage Unit and a 1 ray Unit— each irt. m /g 




ment and nine trays of various siz^cs loi sun ta, i^wmxio anu wli^^x im^n. * ...^^..^^ ^ u„;u;n(y 

together behind two doors, each 2 ft. by 6 ft. 8 in. by \% in. thick. Many other arrangements are possible, ^^J'^ff ^"^^^ 

in the two units singly in separate closets in different parts of the room, or adding more units of either type to take care ot 
greater storage requirements. 

2 2-oV6 -g X t/'ooors 



Width of Cabinets 3-sJ 
fitfght of Cabtntts 6-B ' 



Th€X Cabtnrfs Scribed into a Jomb o^nmg 
4'-0'ie 6-8' or ^-0^7-0' 



bcribing Bd: 




Wherever the cabinet is intended to be used behind 7 ft. doors, a fitting 
strip is furnished which justifies the difference between the height ot the 
cabinet and the head jamb. _ j j j 

Both units are built according to high grade furniture standards and are 
finished on the inside and front in walnut. They are individually 
assembled and crated, ready for installation after the interior trim of the 
building is in. Installation, which should take about one hour tor both 
units, is accomplished by removing the customary door stop on the head 
jamb for the two doors. Doors and trim are not furnished with the 
cabinet, as they are usually included in the general carpenter s contract 
and can be furnished by any mill. The idea of installing a mirror panel 
on the inside of the door, as illustrated, is very popular. 

No. 272 Storage Unit of Wardrobe Cabinet. 
No. 273 Tray Unit of Wardrobe Cabinet. 
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SPACE SAVING CONVENIENCES 
for the KITCHENETTE 

By their use. it is now possible to give the tenant in a minimum area more actual comfort 
and convenience than most large kitchens of the old type possess. How important that 
the am. fl ^""^ ^^-'d-- Smaller kitchens mean more apartments in 

the same floor area. More apartments mean increased revenue per square foot. The use 
of these conveniences makes rentals easier and leases longer because they give the house- 
wife everything withm easy reach-saving needless steps and making housework easier. 

who us'eTr aH '"1 Challenge" Space Saving Conveniences please both those 
Who use them and those who pay for them. 

°Whi'."^'''^ lt'-ru°U ^••^^f.«^"bed and illustrated the conveniences comprising the 
White and the Challenge lines. Both of these serve the same purpose, the essential 
difference between the two lines being that the "Challenge" Conveniences are of some- 
what simpler construction and are. therefore, lower priced. 

QUOTATIONS Q^^t^t^ons on "White" and "Challenge" Space Saving Conveniences will be 
f 1 J • J • • n ^^^^'^ request. Complete information should be given concerning auantJw 
and style desired, using in all cases the item number shown under the description of each kem ^ 
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SUGGESTED KITCHENETTE PLANS 

Made Possible by the Use of 

WHITE and CHALLENGE SPACE SAVING CONVENIENCES 

WE are showing on this page a few of the many kitchenette possibilities that can be worked out by the use of "White** and "Challenge" Space Saving Conven- 
iences, described on the pages that follow. These plans are offered merely as suggestions of how much actual convenience and utility it is possible to give to 
the kitchenette of minimum area by their use. "White" and "Challenge" Conveniences are so flexible in their arrangement, that they make possible practical 
kitchens of almost any size or shape. Our Plan and Service Department is at your disposal in adapting these Space Saving Conveniences to your particular project. 

" White'' Kitchen and Buffet Cabinets used in the plans below. Similar arrangements in even lesser space may be achieved by using " Challenge" Kitchen and Buffet Cabinets. 




A very compact two apartmenl arrangement. 



t*.fchan Tti 





A kitchenette used with a large dining roo 




Every convenience a housewife would want. 



Another popular arrangement. 




An arrangement that is often used. 
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THE "WHITE" SPACE SAVING KITCHEN CABINET 



(Patented July 31, 1923) 




THE finest kitchenette fixture made — ideal for apartment hotels and bungalows. A com- 
modious cabinet combining refrigerator, work table and pantry in a single] unit. The 
working top is unusually large and is made of white maple, 7 ft. 6 in. long and 24 in. 
wide. Above is an attractive arrangement of compartments for flour, coffee, tea, spices, 
etc. with convenient dispensing features, together with storage space, and a receiving door 
compartment. Below is a refrigerator that can be arranged for any standard artificial 
refrigeration if desired and numerous storage compartments. A detailed description of 
these features is given to the right of the illustration above. 

The "White" Space Saving Kitchen Cabinet is of handsome appearance and is constructed 
strongly and simply, with no corners, cracks or crevices to accumulate dirt. It builds into a 
space 24 in. by 6 ft. 6 in. to 7 ft. 6 in., and can be placed against any wall, with one or both 
ends csxposed. Over all height of cabinet 7 ft. The cabinet is 6 ft. 6 in. long and can be 
made to fit a space 7 ft. 6 in. long by the use of facing strip on each end as shown in the 
plan. Refrigerator section may be had at either right or left side with door for rear or end 
icing. Rubber gaskets furnished on doors. Made of clear white wood and shipped in 
sections, finished only with a protective pore sealer of toned lacquer, to be decorated 
by owner after installed. It can be set up by any carpenter. 



Here are the Special Features of the * * White ' ' Kitchen Cabinet 

2, 3, 4. Storage space for packages, groceries, canned goods, etc. 
Receiving door compartment through which parcels are delivered. 
Sugar bin, holding ten pounds of sugar. 

Coffee, tea and spice jars, with drawer for kitchen cutlery. 
Flour bin with sifter and window. 

Refrigerator insulated with 2 in. of cork, specially designed for ice 
economy. Iced through insulated door at rear or end. Small shelves 
on side for milk, butter or fruits. 100 lbs, ice capacity. Arranged for 
artificial refrigeration, if desired. 

Food compartment of refrigerator with 2 wire mesh shelves, per- 
mitting ready circulation of refrigerated air. 
1 1. Dough board. 

Storage space for pots, pans and cooking utensils. 
Bread board. 

Metal bread box, with sliding cover, protects contents and keeps 
them fresh. 

Two drawers, serving as additional storage %pace. 



1, 

5. 
6. 
7. 
8. 

9. 



10. 



12. 
13. 
14. 

15. 




Floor Plan of Kitchen Cabinet with Door for Rear Icing, 





Floor Plan of Kitchen Cabinet with Door for End Icing. 

ORDER BY NUMBER 



With refrigerator at right 
No. 204. For front icing 
No. 201. For end icing 
No. 200. For rear icing 



With refrigerator at left 
No. 205. For front icing 
No. 203. For end icing 
No. 202. For rear icing 



For Complete Installation Details Use Our Service Sheet No. 4 



jl 
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THE "CHALLENGE" KITCHEN CABINET 



An economical unit for the kitchen including pantry, refrigerator, 
work table and storage cabinet, all in one. This attractive kitchen 
cabinet is built to set directly against the wall as the top section 
has no back. Both ends are finished which permits either end being 
exposed or set between walls as desired. The refrigerator in the 
lower section has 100 lb. capacity ice compartment, (can be arranged 
for artificial refrigeration, if desired) and refrigerated food com- 
partment with two wire shelves. The refrigerator section has 1 3^ 
inch thick cork insulated walls and is galvanized iron lined. The 
refrigerator may be had at either right or left with front, end or rear 
icing door. Balance of lower section contains utensil storage com- 
partment and three wood drawers. The top section is 4 feet high 
and 1 I in. deep and contains flour bin with sifter, a sugar bin and 
four storage compartments. The maple work top is 6 ft. 3 in. long 
and 1 ft. 8 in. deep. The base section is 1 ft. 6^^ in. deep and 36 
in. high. Rubber gaskets furnished on doors. The cabinet is 7 
feet high overall and 5 ft. 9 in. long. Built of clear white wood and 
finished only with a protective pore sealer of toned lacquer. 




Floor Pl^n of "CIlALLENdE" Kitchen Cabinet 
with Door for Rear Icing. 





Floor Plan of "CHALLENGE'' Kitchen Cabinet 
with Door for End Icing. 



With refrigerator at right 
No. 330. For front icing 
No. 352. For end icing 
No. 354. For rear icing 



ORDER BY NUMBER 



With refrigerator at left 
No. 351. For front icing 
No. 333. For end icing 
No. 353. For rear icing 



For Complete Installation Details Use Our Service Sheet No. 4B 
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THE "WHITE" SPACE SAVING BUFFET CABINET 




Either a gas or an electric range can be furnished with this 
cabinet. For ranges, see page 46, 



ORDER BY NUMBER 



With refrigerator at right 
No. 225. For front icing 
No. 229. For end icing 
No. 233. For rear icing 



With refrigerator at left 
No. 227. For front icing 
No. 231. For end icing 
No. 235. For rear icing 



This de luxe buffet cabinet incorporates every detail of a well 
equipped kitchen. It may be had with either a gas range or an 
electric range on either side. (For details of ranges see page 46.) 
Compartment containing range is lined with No. 26 gauge 
black iron laid over soft asbestos. The range base is an asbestos 
insulator pad covered with non-rusting black sheet steel. Besides 
the range the top section contains flour bin with sifter, coffee, 
tea and spice jars, cutlery drawer and two storage compartments. 
The maple work top is 6 ft. 9 in. long and 2 ft. deep and has an open- 
ing for a 14 in. x 20 in. standard sink. The lower section is I ft. 9 in. 
deep and 36 in. high and contains a refrigerator with 100 lb. ice 
capacity, also refrigerated food compartment with two wire mesh 
shelves. The refrigerator can be arranged for artificial ice refrigera- 
tion, if desired. Ice compartment has two small shelves for milk 
bottles, etc. Refrigerator section has 2 in. cork insulated walls and 
is lined with galvanized iron. Refrigerator may be had on either 
right or left side with front, end or rear icing door. Lower section 
also contains three drawers and metal bread drawer with sliding 
cover, also bread board. Has no backing, made to fit against wall. 
The cabinet is of the finest construction throughout. Built of clear 
white wood and finished only with a protective pore sealer of 
toned lacquer. Laminated doors throughout with offset hinges 
and latches. Rubber gaskets furnished on doors. ComR|ete with 
scribing boards, base board and cap moulding. Overall height 7 ft. 




entimr ^im M >uilt i*i t« «my 
tintM«ieH PKOM sua" to 

Flo.r Plan <J ''WHITE'" Buffei C bine ttith Door for Rear I dm/. 




SlHtMtlOM FKOM S-IO' To 



Floor Plan of "Wf/JTE" Buffet Cabinet nyith Dear for End Icing. 
For Complete Installation Details and Plumbing Plan Use Our Service Sheet No. 8 
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THE "CHALLENGE" BUFFET CABINET 



A compact kitchen in itself, complete in every detail, including range, pantry, 
refrigerator, work table and space for sink. This attractive buffet cabmet 
is built to set entirely against the wall, as the top section has no back. It 
includes a kitchen cabinet, refrigerator, either a gas range or an electric 
range and opening for 12 in. x 18 in. standard sink. (For details of ranges, 
see Page 46.) Compartment containing range is lined with No. 26 gauge 
black iron laid over soft asbestos. The range base is an asbestos insulator pad 
covered with non-rusting black sheet steel. In addition to the range, top 
section contains a flour bin with sifter, sugar bin and two storage compart- 
ments. 

The maple work top is 6 ft. 3 in. long and I ft. 9 in. deep. The lower section 
contains a refrigerator of 100 lbs. ice capacity (can be arranged for artificial 
refrigeration, if desired) and refrigerated food compartment. Refrigerator 
section has 1 3^ in. cork insulated walls and is galvanized iron lined. Refriger- 
ator may be had on either right or left side, and with choice of front, end or 
rear icing door. Lower section also contains a utensil storage compartment 
and one drawer. Rubber gaskets furnished on doors. The overall height is 
6 ft. 6 in. high and 5 ft. 9 in. long. Cap moulding is attached; no scribing 
boards or base boards furnished. Built of clear white wood and finished 
only with protective pore sealer of toned lacquer. 




..nfoUiTT" 



Floor Plan of ''CHALLENGE'* Buffet Cabinet 
with Door for Rear Icing. 




Floor Plan of "CHALLENGE" Buffet Cabinet 
with Door for End Icing 




Either a gas or an electric range can be 
furnished with the above Cabinet. For 
details of ranges see Page 46. 

ORDER BY NUMBER 



With refrigerator at right 
No. 408. For front icing 
No. 404. For end icing 
No. 400. For rear icing 



With refrigerator at left 
No. 409. For front icing 
No. 405. For end icing 
No. 401. For rear icing 



For Complete Installation Details and Plumbing Plan Use Our Service Sheet No. 4E 
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The "WHITE DUO-UNIT" COMPLETE KITCHENETTE 

^ Complete Kitchenette Contained in These Two Exclusive 




UNIT **A** Contains Range. Refrigerator designed for electrical artifi- 
. cial refrigeration, storage space, sugar and flour bins, spice 

jars and work table. When used with Unit "B", the result is the most efficient 
conception of a kitchenette within a minimum of floor space. 

No, 450. Range and Compressor No. 451. Range and Compressor 
Compartment at right Compartment at left 




T JWITT ** R ** Contains full size sink with work top, ironing board, storage com- 
- partments and linen trays. The use of these two units forms a com- 

pact kitchen arrangement that is in keeping with the latest trend of apartment designing in a 
space as small as 5 ft. 9 in. by 7 ft. 

No. 452. Folding Ironing Board No. 453. Folding Ironing Board 

Closet at right Closet at left 




ieV?2' NicKel iiivcf 
iiMK-StOfoqt Compt. 
Below 



Linen Storage & 
utilitY Section 



Ironing Boorvt 



4 



Floor plan of ' White DUO-UNIT" "A" Kitchenette Cabinet 



Floor plan of "White DUO-UNIT" "B" Kitchenette Cabinet 
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CABINETS—^ New Idea in Kitchenette Planning 

'White' Cabinets of Ingenious Arrangement and Attractive Design 

Making Possible a Completely Equipped, Convenient 
Kitchen in as little space as 5 feet 9 inches by 7 feet 

THE "White DUO-UNIT" Kitchenette is one of the greatest contributions to modern 
apartment comfort and efficiency, and its use opens up tremendous possibihties m apart- 
ment planning and design. 

The "White DUO-UNIT" Kitchenette is a compact arrangement which provides every con- 
venience and utiUty of a large kitchen in as little space as 5 ft. 9in. by 7 ft. It is composed of two 
cabinets— a Range and Refrigerator Unit "A", and a Sink and Ironing Board Unit B . both 
illustrated on the opposite page. By their use, the housewife has within her reach every f acihty 
for the storage, preparation and serving of food and, in addition, is also provided with an ironmg 
board and a linen chest. 

You will note from the plan at the left that all unnecessary waste space has been eliminated and yet every detail of 
a complete kitchen has been provided. It is this ingenious method of arrangement that has contributed to the 
instant acceptance of the "White DUO-UNIT" Kitchenette Cabinets. For the housewife, they mean a savmg oX 
steps and a greater convenience. For the architect and builder, they mean more profitable room arrangements, 
quicker rentings and longer leases. The two units that compose the ** White DUO-UNIT" Kitchenette are com- 
pletely described below. 




Floor plan showing the proper placing of cabinets and illustrat- 
ing the compact, convenient arrangement made possible by the 
"White DUO-UNIT" Cabinets in approximately 40 aq. ft. of space. 



DETAILS OF RANGE and REFRIGERATOR UNIT ** A" ^Illustrated on opposite page. 

Nos. 450-451. The Range and Refrigerator Unit " A " may be had with range on either side of cabinet. Compartment containing range lined 
with No. 26 gauge black iron laid over soft asbestos. The range contains an asbestos insulator pad. Besides the range, the top section con- 
tains a sugar bin. flour bin with sifter, spice jars, metal bread box with hinged door and two storage compartments. 

The maple work top is 6 ft. long and 2 ft. wide. The lower section is 1 ft. 9 in. deep and 36 in. high and contains a refrigerator. The re- 
frigerator is designed to accommodate the cooling coil of practically all artificial ice machines. The food compartment has one door with 
two wire mesh shelves. Refrigerator section has 2 in. cork insulated wall, lined with galvanized iron, with gasket on doors. Ketrigerated 
food compartment may be had on either right or left side, the range always being on the opposite side. 

Lower section also contains compartment for compressor of ice machine. The door, side and rear of this compart ment have metal cane panels 
for ventilation. 

Upper section has no backing, cabinet being made to set against wall. Built of clear white wood and finished with one coat of lacquer primer 
only. Laminated doors throughout with offset hinges and latches. Cap mould and baseboard are attached. Uverall height is / tt. 

DETAILS OF SINK and IRONING BOARD UNIT "B"^ Illustrated on opposite page, 

P.os. 452-453. The Sink and Ironing Board Unit " B " may be had with the sink at either side— the ironing board closet always being on the 
opposite side. Top section contains two storage compartments. The work top is 2 ft. wide by 4 ft. 6 in. long and has a fabricated 20 gauge 
nickel silver sink and 24 gauge drain board. T he sink measures 18 in wide by 22 in. long. Drain board is grooved. Back and splash boards 
faced with nickel silver. The lower section is 1 ft. 9 in. deep. 4 ft. 4 in. wide and 36 in. high. Contains one large and one small storage 
compartment. The large storage compartment is divided into two sections, the upper half having two commodious linen trays. Uough 
board above large storage compartment. 

Space under sink open, but fitted with 6 in. wide top hinged flap. Ironing board cabinet is backed with galvanized iron and is 1 ft. deep. 
7 ft. high and I ft. 5 in- wide. Contains a 4 ft. 8 in. long ironing board, operating on two arms which travel in a grooved steel track. Brooms, 
vacuum cleaner, etc., may be stored in this cabinet. 

Upper section has no backing, the cabinet being built of clear white wood and finished with one coat of lacquer primer only. Laminated 
doors throughout with offset hinges and latches. Cap mould and baseboard are attached. Overall height is / ft. 

For Complete Installation Details and Plumbing Plan Use Our Service Sheet No. 14 




A Sink 

A Range 

A Work Table 



A Refrigerator 
A Linen Chest 
A Broom Closet 



A Complete Pantry 
A Folding Ironing 
Board 



— all in a space approximately 40 square feet. 
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SPACE SAVING CHINA CABINETS 





''White' China Cabinets 

Patented, March 30, 1926 

*' White" China Cabinets are particularly favored in apartments and bunga- 
lows, where they conserve space and form a convenient division between 
kitchenette and breakfast room. They keep all the table ware within easy 
reach, and, at the same time, the appearance of the cabinets adds to the beauty 
of the room. They are equipped with three adjustable shelves each and a con- 
venient tray at the top, one for table linen, the other for silverware. Overall 
measurements of cabinet 2 ft. in. wide, 4 ft. 6 in. high and 143^ in. deep. 
They are shipped complete, ready to be set in place. Made of clear white wood 
finished only with a protective pore sealer of toned lacquer. The photo- 
graph above, taken in a model apartment, shows the "White" Kitchen 
Cabinet in the background. Floor plan shown below. 



No. 
No 




208 — Door opening to the right 

209 — Door opening to the left 




''Challenge* China Cabinets 

An attractive and convenient fixture, exceedingly popular where it is necessary 
to conserve space. A necessity for the small apartment or bungalow. Will 
accommodate all necessary chinaware, silverware and table linen. Has three 
adjustable shelves and one compartment at top. Double strength glass doors. 
Overall dimensions of cabinet are 2 ft. wide, 4 ft. high and 1 ft. I J/^ in. deep. 
Durably made of clear white wood and finished only with a protective 
pore sealer of toned lacquer. Can be had with door opening to the right 
or left. They are shipped complete, ready to be set in place. Floor plan 
shown below. 

No. 348 — Door opening to the right 
No. 349 — Door opening to the left _n__ 

House ftftse po»gp ^ 

I Lg^T HftHD MO. 




etCiMT MAND No. 3 43 



MINIMUM e"-a 



AOJU£TAe>UV 



J 



For Complete Installation Details Use Our Service Sheet No. 5 For Complete Installation Details Use Our Service Sheet No, 5 A 
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The "WHITE" BREAKFAST NOOK 

A Dining Room That Folds Up Into The Wall When Not In Use! 



The "White" Breakfast Nook meets the present day demand for space and building economy in a mos 
practical way. It is a unit that provides a complete breakfast nook which comfortably seats four people, 
and which can be instantly folded up into the wall, allowing full use of the floor space. Where conservation 
of room or space is of utmost importance, where economy in building cost is essential, and where increased 
rentals are desired, it is the ideal installation. The "White " Breakfast Nook fills many needs in the modern 
building as it has many practical uses. It particularly has a definite place in apartments of the one 
room efficiency type, where floor space is vital and where there is inadequate space for a separate dining 
room. It is also popular in larger apartments where a breakfast nook is desired with the advantages of the 
disappearing feature. It is frequently built into the wall of a sun parlor, making an ideal arrangement for 
serving luncheon, etc. The "White" Breakfast Nook is perfect in construction, simple in operation, and is 
absolutely satisfactory in the service it gives. It comes as one unit, complete with cabinet and doors and is 
easily and quickly installed in either old or new buildings. When closed up it sets flush with the wall allowmg 
full use of the floor space. The doors, when closed, present a pleasing appearance, as they may be glazed in a 
variety of attractive ways. When opened for use, the 47 in. table accommodates four people with comfort 

DETAILS OF CONSTRUCTION 

Requires a rough opening 2 ft. 614 in. wide by 5 ft, 10^2 in. high from finished floor by 4 in. deep. Where thickness 
of wall does not allow this depth it is necessary to place furring strips between the finished wall and the breakfast 
nook cabinet. In installing, it is important that the bottom of the cabinet be in line with the finished floor 
so that the table and benches will adjust properly when opened. When closed, the unit is 3 ft. wide x 5 ft. 11 in. 
high, when opened requires floor space 4 ft, lOK in- by 3 ft. 7H in. out from face of wall. Bench seats are 1 ft* 
I in. wide by 3 ft. 4^ in. long, height from floor I ft. 5 in. Table top is 2 ft. 5 in. wide by 3 ft. 11 in. long, height 
from floor 2 ft. 5 in. When benches are lowered, the legs are automatically opened at right angles to the floor by 
a round steel rod. When benches are lowered, the hinges on which the cabinet doors are hung, automatically raise 
on their Ipose pins so that the weight of the bench and the persons occupying it rests entirely upon the two legs on 
the floor. Finished with a pore sealer of toned lacquer so that it may be decorated on the job to match 
decorative scheme of the room. Shipped complete with all hardware ready for installation. 

ORDER BY NUMBER 276 




Fig. 1 . Side elevation. 




Fig. 2. Floor plan- 

For Complete Installation Details Use Our Service Sheet No. 15 




Illustrating the 
•White" Break- 
fast Nook open 
and ready for use. 



Illustrating the "White" 
Breakfast Nook folded up 
and with cabinet doors closed 



Illustrating the compactness of the 
"White" Breakfast Nook, and the 
ease with which it is opened or closed. 
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Illustrating No. 1944 
"White" Buffet Gas 
Range with Stand 



"WHITE" BUFFET CABINET RANGES 

The buffet ranges shown here are the ranges that are furnished as standard equipment with the "White" and ''Challenge" Space 
Saving Buffet Cabinets shown on pages 40 and 41. They are compact and space saving, yet have complete cooking facihties. 

The "White" Electric Buffet Range 

This range has proven to be the most efficient and desirable of its type. It is furnished as standard equipment with the "White" 
and "Challenge" Space Saving Buffet Cabinets (shown on pages 40 and 41) when an electric range is specified. The oven is 19 
in. wide, 12 in, deep and 10^ in. high. Heavily insulated with mineral wool and is aluminum lined. It is equipped with 2 oven 
burners of 1200 watts each; broiler pan and rack; 2 pan racks; and a baffle plate over the lower burner. The cooking top is 23 in. 
wide, and 18 in. deep, and is 63^ in. above the work top of the cabinet, and 41 ^ in. high from the floor when set in place. The 
cooking top is equipped with one 6 in. and two 8 in. burners or hot plates. The 8 in. burners when open type are 1 500 watts each, 
when enclosed type 1200 watts each. The back or 6 in, burner whether open or enclosed is 660 watts. Either open or enclosed 
burners may be had at the same price. All switches are the well known "Diamcnd H and Arrow," 3 heat reciprocating type, turn- 
ing either to the left or right. Switch front is equipped with appliance receptacle for plugging in electrical appliances. All resist- 
ance wires are of the best. The individual wiring of the range is ample size and is kept separate from the heat insulation precluding 
all possibility of the wires sweating and grounding. All wires are of copper and monel metal, Rockbestos covered. The terminal 
outlet is at the center of the back of the base. In providing for an electrical connection to this range, the wires should be brought 
in at a point approximately 3 ft. 2 in, from the finished floor in the center of the range compartment. Splasher back, oven door 
panels and switch front are finished in white porcelain enamel. The bands are cold rolled steel, nickel plated. Castings are gray 
porcelain enameled. The sides of the range and all inside parts are finished in black enamel. The range is 24 in. wide overall. 
Height from the bottom of the base to the top of the oven 363^ in. Depth of base 20 in., with an extension of I in. for the 
switches, making a total depth of 21 3^ in. measuring from the tip of the switches. Height from cooking top to bottom oven band 
14 in. Shipping weight approximately 180 lbs. 

No. 423 "White" Buffet Electric Range, as Furnished in "White" and "Challenge" Buffet Cabinet, 

When order ing " White" or " Challenge" Buffet Cabinets with electric range, be sure to specify whether open or closed burners are desired 

The 'White' Gas Buffet Range 

This range is furnished as standard equipment with the "White" or " Challenge " Space Saying 
Buffet Cabinets (shown on pages 40 and 4 1 ) when a gas range is specified. 1 1 has been specially 
designed for this use and represents the highest type of equipment of this nature from a stand- 
point of serviceability for hard tenant use. The oven is 18 in. wide, 12^ in. deep and 12^ in. 
high, with cast iron lining, zincized finish, and with broiler in top. Drilled and plugged for 
lighter. The cooking top is 20}^ in. wide, 20 in. deep, and is 43^ in. above the work top of the 
cabinet, and 4014 in. above the floor when set in place. The cooking top is supplied with 4 
burners. Oven ends, panel, splashers, drip pan, dirt tray, front and sides finished with white 
porcelain enamel. Oven front, door frame and brackets finished with gray porcelain enamel. 
Nickel plated supply pipe, manifold and hangers. Cooking top, end shelves, top grates, 
burners and holders are japanned. The range is 24 in. wide overall. Overall height 36 in. 
Depth 23 in. Height from cooking top to bottom of oven 123^ in. Shipping weight approx- 
imately 1 75 lbs. 

No. 1945 "White" Buffet Gas Range, as Furnished in "White" and "Challenge" Buffet Cabinets. 

The ''White*' Buffet Gas Range With Stand 
This range is the "White" Gas Buffet Range with a stand or lower cabinet added, otherwise 
it is the same in every respect. (See illustration at the left.) It is designed for use independent 
of the buffet cabinet, and is specially suited for use in small apartments and homes where space 
economy is important. The stand or lower cabinet has white porcelain enamel sides, door, and 
zincized rack and pan cover holder. Mounted on white porcelain legs 5 in. high. The overall 
dimensions of the range with stand are: height 5 ft. 6 in., width 24 in. without end shelves, 
depth 23 in. The cooking surface is 343^ in. high from the floor. Shipping weight, approx- 
imately 250 lbs. 

No. 1944 "White" Buffet Gas Range With Stand. Specify right or left oven door swing. 




No. 423 




No. 1945 
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"WHITE" GAS RANGES 



THE White** Gas Ranges shown here are 
well designed and constructed. They are 
sturdy and substantial in every respect with an 
assurance of years of uninterrupted service with 
an economical consumption of fuel. Only the 
highest quality material and workmanship are 
used in their construction. Oven, broiler front, 
door frames, oven bottom and side, handles, 
cooking top, burners, legs, and hinges are of cast 
iron. Other parts are of copper bearing, rust 
resisting steel. 

** White" Gas Ranges are made in two sizes, and 
in full white porcelain enamel finish illustrated 
at the left, or white porcelain enamel finish with 
black trim illustrated at the right. They may 
be had with the popular and convenient utensil 
cabinet below as illustrated at the left, or with 
legs as illustrated at the right. Sliding doors give 
easy access to the utensil cabinet. 




No. 1622 **Whitc** Gas Range with Utensil Cabinet 
All White Finish 



No. 1630 "White*' Gas Range without Utensil Cabinet 
White Finish and Black Trim 



'White' Gas Range With Full White 
Porcelain Enamel Finish 

Porcelain Enameled Parts — Entire front, cooking top, oven top* 
splashers, shelf, back guard, door panels, feet, burner box side, dirt tray, 
broiler pan, and sliding doors of utensil cabinet. 

Nickel Plated Parts — Handles, hinges, manifold and hangers, 
brackets. 

Japanned Parts — Top frame, top grates, burners and holders. 
Zincized Finish Parts — Cast iron oven and broiler linings. 



No. 1421 
No. 1622 



Oven Size 

14x19x12}/^ in. 
16x19x123^ in. 



No. 1422 
No. 1623 



Oven Size 

14x19x121^ in 
I6xl9xl2>^ in 



With Utensil Cabinet 

Size of Extreme Size of Shipping 

Cooking Top Dimensions Utensil Cabinet Weight 

193^x20 in. 36x23x50 in. 36x18x9 in. 220 lbs. 

1 9 1^x20 in. 38x23x50 in. 38x18x9 in. 230 lbs. 

Without Utensil Cabinet 

Size of Elxtreme Shipping 

Cooking Top Dimensions Weight 

191^x20 in. 36x23x50 in. 210 lbs. 

l9}/^x20 in. 38x23x50 in. 225 lbs. 



In ordering specify whether right or left hand oven is wanted. 



'White' Gas Range With White Porcelain 
Enamel Finish and Black Trim 

Porcelain Enameled Parts — Splashers, door panels, dirt tray and 
broiler pan. 

Nickel Plated Parts — Handles, hinges, manifold and hangers. 
Japanned Parts — Top frame, top grates, burners and holders, door 
frames and jambs, shelf and corner brackets, legs. 
Zincized Finish Parts — Cast iron oven and broiler linings. 

With Utensil Cabinet 

Size of Extreme Size of Shipping 

Oven Size Cooking Top Dimensions Utensil Cabinet Weight 

14x19x1214 in. 19^x20 in. 36x23x50 in. 36x18x9 in. 220 lbs. 
16xl9xl2Hin. I9}4x20 in, 38x23x50 in. 38x18x9 in. 225 lbs. 

Without Utensil Cabinet 

Size of Extreme Shipping 

Oven Size Cooking Top Dimensions Weight 

14x19x123^ in. 193^x20 in, 36x23x50 in. 200 lbs. 

16x19x12)4 in. 19^x20 in. 38x23x50 in. 220 lbs. 

In ordering specify whether right or left oven is wanted. 



No. 
No. 



1430 
1629 



No. 1429 
No, 1630 
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"WHITE" MEDICINE CABINETS 

Attractive, well constructed and designed medicine cabinets such as those illustrated and described on these two pages play a very 
important part in the renting of apartments and in the satisfaction of the tenants. You will note that the White'* line of Medicine 
Cabinets and Mirrors is so comprehensive that it covers every demand of the builder, — offering a complete range of cabinets from the 
simpler and less expensive ones to the most elaborate fixtures intended for the deluxe apartment or residence. 




Our Leader 
Hotel Medicine Cabinet 

Mirror size 12 in. by 16 in. 
A very handsome cabinet with open comb 
and brush shelf with plate glass bottom. 
Contains two adjustable glass shelves each 
13J^ in. by 3% in. Mirror is of }4 in. thick 
plain glass 12 in. by 16 in. Door has 
white porcelain hexagonal knob, friction catch 
and concealed pin hinges. White lacquer 
enamel finish. Overall size 18 in. by 27% in. 
Builds into wall opening 1 4 in. by 24}^ in. by 
3 in. deep. Shpg. wt. 45 lbs. 

Order by Number 281 



Our DeLuxe 
Hotel Medicine Cabinet 

Horizontal mirror size 19^ in. by 14 in. 

A cabinet of the highest quality — in appear- 
ance, construction and utility. Contains two 
plate glass shelves each 21 in. by 4}/^ in. 
Horizontal mirror is the finest quality }4 in. 
thick plate glass. 19^ in. by 14 in. Open shelf 
at bottom which is provided with a white 
opal glass insert, islj/g in. high and 21 }^ in. 
by 4 5^ in, deep. Door has concealed pin 
hinges, white porcelain hexagonal knob and 
a friction catch. Cabinet is Parkerized to 
make it rustproof. White lacquer enamel 
finish. Size overall 2414 in- wide by 26 5^ 
in. high. Builds into wall opening 21^ in. 
by 23^ in, by 43^ in. deep. Shpg. wt. 50 lbs. 

Order by Number 1550 



Mirror size 12 in. by 16 in. 
A very popular medicine cabinet, attractive and carefully con- 
structed. Contains two adjustable glass shelves, each in. by 
3 ^ g in. Beveled mirror is of best quality in. thick plate glass 
12 in. by 16 in. Flush door is fitted with white porcelain hexagonal 
knob, friction catch and concealed hinges. White lacquer 
enamel tinish. Size overall 19 }^ by 23 3 2 in. Builds into wall 
opening 153^ in. by )9H in. by 314 in. Shpg. wt. 35 lbs. 

Order by Number 1175 





Mirror sire 14K in- by 20 H in. 
Similar to our No. I 1 75 Cabinet but larger in size. Two adjustable 
glass shelves are 16?^ in. by 3^ in. each. Best quality beveled 
plate glass mirror is ^ in. thick and measures 14 in. by 20 in. 
Flush door is fitted with concealed hinges, friction catch and a 
white porcelain enameled hexagonal knob. White lacquer enamel 
finish. Size overall 20 in. by 26 in. Builds into wall opening 
in- t'y 233^ in. by 3 in. Shpg. wt. 45 lbs. 

Order by Number 1600 



Mirror size 10^ in. by 10^ in. 
This "White" Medicine Cabinet contains two adjustable glass 
shelves each I2M in. by in. The mirror is made of the best 
quality '4 in. thick plate glass 10 3^ in. by 10^ in. Door is fitted 
with a white porcelain hexagonal knob, friction catch and steel 
hinges. White lacquer enamel finish. Size overall 1 7 ^ in. by 22^4 
in. Builds into wall opening 13 '4 in. by 19 '4' in. by 3 ^4 in. Shpg. 
wt. 35 lbs. 

Order by Number 1150 
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"WHITE" MEDICINE CABINETS 

AH Wh.te" Cab.„eu shown on these two pa.es ^cept No. 7.40 a.e tri{i:flf^^:^t:'^'JtL pl^etly^ShlE 

cabinets are packed individually. 




An attractive medicine cabinet made in three sizes. 
Has a mirror of best quality beveled plate glass hin. 
thick. Three plate glass adjustable shelves. Door has 
concealed pin hinges, a white porcelam hexagonal knob 
and a friction catch. Cabinets are Parkenzed to make 
them rustproof. White lacquer enamel finish. 

Overall 

No. Mirror Wall Opening Size 

inches inches inches 

1250 12x12 l234xl9Mx3K l^^^^H^S 
1350 14x14 143^x21 Htl^H '8|^x24^ 
1450 16x16 163/^x23 Kx3J^ 20%x26H 



Ship, 
wt. 
lbs. 
45 
50 
55 





Venetian Mirror 
Medicine Cabinet 

The finest and most beautiful medicine 
cabinet made. It is so designed that 
when closed, it presents the appearance 
of an attractive mirror hung on the 
wall, with hinges and frame of the 
cabinet completely concealed. The 
mirror is beautifully cut in a Venetian 
design. It is of the best grade beveled 
plate glass H in. thick. There are 
three plate glass adjustable shelves each 
3% in. by 14H in. in No. 1800. and 334 
in. by 1 9M in. in No. 1 900. The cabinet 
is Parkerized. making it rustproof and 
is finished with four coats of special 
white lacquer enamel. Made in two 



No. 
ISOO 
1900 



Mirror 
I8V26"' 
20'x34"' 



Wall 
opening 
15'x2rx3'' 
17''x28'x3*' 



Shpg. 

wt. 
50 lbs. 
60 lbs. 



Mirror Size 16 in. by 18 in. 
A combination of 1 1 useful bath room accessories m one unit. Con- 
sists of— Framed mirror, overhead light fixture, o^ejhead towel 
rack opal glass shelves, towel bars, glass holder, tooth brush holder, 
ash tray, soap dish, water bag hook, razor strap hook. Plain glass 
mirror 16 in. by 18 in. Two shelves are 5 in. by 8 2 m- 
overall 28 H in. high by 29 in. wide. Made of cast aluminum. White 
lacquer ena*mel finish. Shpg. wt. 40 lbs. 

Order by Number 7140 




Mirror Size 1 4 in. by 1 8 in. , , ,£ , 

This inexpensive well designed combination mirror and shelf has no 
cabinet space behind the mirror, but has a recessed shelf below it 
which provides convenient space for a comb and brush. Mirror is 
of beveled plate glass }4 in- thick and ineasu res 14 in. by 18 in. 
Shelf recess is 6% in. by Bfs in- by 5% in. deep. Requires wall 
openingfor shelf 6K2in. 3 fin. by 4^^ in. deep. White lacquer 
enamel finish. Size overall 1 7 K m. by 29 ^ in. Shpg. wt. 30 lbs. 
Order by Number 1525 




A handsome cabinet with a long mirror door made in 
four sizes. Mirror is of best quality M »n. thick beveled 
plate glass. Three plain glass adjustable shelves Door 
has a white porcelain hexagonal knob, concealed pin 
hinges and friction catch. Cabinets are Parkerized to 
make them rustproof. White lacquer enamel finish. 

Overall Shpg. 

Wall Opening 

inches 
123/^x193^x334 
\4H^2\ 3ix3 3^ 
1634x23 34x3 34 
183^x26 x3 34 



No. 



1300 
1400 
1500 
1510 



Mirror 
inches 
2 xl8 
x20 
x22 



17 3/^x24 K 



Size 
inches 
16^x22 34 

18^x24 54 
20 34x26 3< 

22 3^x29 3-2 



wt. 

lbs. 
45 
50 
55 
60 



Mirror Size 13 M in. by 15 H in. . 
This "White" combination mirror, shelf and towel bar is a low 
priced fixture which is nevertheless very attractive and convenient. 
It does not require a wall opening. It has a plain glass mirror 1 J A 
in. by \5H in., a white opal glass shelf 5 in. by 18 in and a towel 
bar finished in white vitreous enamel. Size overall is 20 in. by ItJ^^ 
in. by 6 in. White lacquer enamel finish. Shpg. wt. 1 6 lbs. 

Order by Number 6135 



MmeninEninnnnim 



''White*' Door Beds and Space Saving Conveniences 



BUILT-IN IRONING BOARD 

The *'White' Ironing Board The ^'Challenge'' Ironing Board 




Folded. Broom and Sweeper 
Not Included 



Open for Use 




The board is of regulation size, 5 ft. 5 in. long, and operates on two 
arms which travel in a grooved steel track, supporting the board se- 
curely and rigidly when in use. Wood cabinet has galvanized iron back, 
size 4}^ in. deep, 7 ft. high and I 7 in. wide. When closed it is concealed 
by a I ft. 4 in. by 7 ft. by '^ffi in. door in a cabinet built into the wall 
4 in. deep. Side and top trim not included, as it is advisable to use 
the regular building trim. The "White" Built-in Ironing Board is in- 
stantly ready to use. Broom and sweeper may be kept in the same cabi- 
net. Finished only with a protective pore sealer of toned lacquer. 
Can be built between studdings 20 in. center to center and 7 ft. 2 in. 
from finished floor to center of header. Details shown below. 

ORDER BY NUMBER 190 



Open for Use 



A substantial built-in ironing board of low cost. The board is 
4 ft. 5 M in. long. I I in. wide and in. thick. When closed it is 
concealed by a one-paneled door, in a recess, 12^4 wide, 6 ft. 

in. high and 4 in. deep. A clip is provided for a broom. Fringes, 
catch and latch furnished loose, so that door may be hinged at 
right or left. Side and top trim not included, as it is advisable to 
use the regular building trim. When lowered for use the board is 
held rigid and firm by the two strong iron supports. The board 
and cabinet are finished only with a protective pore sealer of 
toned lacquer. Fits between 16 in. on center studding. Details 
shown below. 

ORDER BY NUMBER 290 



"WHITE" BUILT-IN 
TELEPHONE NICHE ' 




A very attractive space saving convenience 
which provides a built-in recess for the tele- 

Ehone and conceals the unsightly bell ringer 
ox. When opened, the drop panel which 
conceals the ringer box provides a convenient 
desk for making notes, etc., and it is so designed 
that the ringing of the bell may be heard even 
though the door is closed. Overall height 2 ft. 
8 in. Width 15 in. The telephone rest extends 
3 in. in front of cabinet. Rough opening inside 
dimensions: height 2 ft. 3 in., width 16 in. 
center to center of two by fours with a J'g in. 
backing or filler strip on each side. 

No. 275 Finished in walnut lacquer. 

No. 274 Same as above but finished only 
with a protective pore sealer of 
toned lacquer, to be finished on the 
job to match decorative scheme of 
room. 



Open V^iew Showing 
How Instrument 
Is Installed 





— ^ 




\ 








'pi 











For Complete Installation Details Use Our Service Sheet No. 6 For Complete Installation Details Use Our Service Sheet No, 6 A For Complete Installation Details Use Our Service Sheet No, 16 
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What Users Think of "WHITE" Space Saving Conveniences 

The Greatest Testimonial to the Worth of Our Products 




JACKS' 



— ^«t.- Boe» ^* iTtM Ho«^* itorlo« 



TAc ofcoUc letter, coming as it does 
from the head of one of the most im- 
portant hotel chains in the country, 
is particularly significant. 



THE worth of any product may be most ac- 
curately gauged by the judgment that is pro- 
nounced upon it by the big men in the field. It is a 
great source of satisfaction, therefore, to note that 
it is with such men that White'* Door Beds and 
Space Saving Conveniences have made their big- 
gest success. Greater yet is the fact that many 
large operators, builders and prominent architects, 
and such national hotel chains as the American Hotel 
Corporation, the Statler Hotels, the Southeastern 
Hotel Company, the Eppley Hotels Company, the 
Wenzel Hotels, Inc., the Mateer Hotels, and others 
have repeatedly specified our products in a number 
of their projects. Such an unqualified stamp of 
approval requires no further comment. 



'ecu 




ff»'»fn. tlTt tr°'«'«^. arte, . 



^•'r truly your.. 



The cabinets referred to by Mr. 
Juliien in his letter above are the 
• ' White D VO- UNI T *' Cabinets 
described on pages 42 and 43. 



/n addition to the buildings men- 
tioned in Mr. Stetlcr's letter. We also 
equipped for his firm the Crestshtre 
Apis, illustrated on page 49. 





Afr. Eppley' s prominence in the hotel 
field gives particular weight to this 
endorsement of "White" Space Sao~ 
ing Conveniences. 
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The SOUTHEASTERN HOTELS COMPANY 

and ''White' Space Saving Conveniences 




The FRANCIS MARION 

Charleston, S. C, 
W. L, Stoddart, Architect 



Only the very best equipment and furnishings 
can withstand the rigorous usage given it in 
hotels. It is significant, therefore, to note that 
it is in hotels that ** White Door Beds and Space 
Saving Conveniences have met with their great- 
est success. And, when an important hotel 
chain like the Southeastern Hotels Company, 
repeatedly specifies them for most of the hotels 
they operate, there isn*t very much more that 
needs be said about their fine worth. 

Mr. Robinson, the head of the company, has 
expressed himself very kindly about our products 
in his letter on page 51. 




The CHARLOTTi: 
Charlotte. N. C. 
W. L. Stoddart. Architect 




The SHERATON The PONCE DE LEON HOTEL The O. HENRY The GEORGE WASHINGTON The GEORGE VANDERBILT 

High Point, N. C. Miami, Fla. Greensboro, N. C. Washington, Penna. Asheville, N. C. 

W. L. Stoddart, Architect W. L. Stoddart, Architect W. L. Stoddart, Architect W. L. Stoddart, Architect W. L. Stoddart. Architect 
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The EPPLEY HOTELS COMPANY 

and "White" Space Saving Conveniences 




HOTEL CHIEFTAIN 

Council Bluffs, la. 
H. L. Stevens & Co., Architects 



It is highly significant, when an important hotel 
chain like the Eppley Hotels Company shows its 
confidence in ** White'* Space Saving Conveniences 
by choosing "White** Door Beds for one of its 
hotels, and then backs this up by specifying them 
for practically all the hotels in the chain. A prac- 
tical testimonial of this sort is the best possible 
demonstration of the true worth of ** White" Door 
Beds and Space Saving Conveniences. 

Please note Mr. Eppley *s letter reproduced on 
page 5 1 . 




HOTEL LINCOLN 
Lincoln, Nebr. 
H, L. Stevens & Co., Architects 
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STATLER HOTELS 

and ''White* Space Saving Conveniences 

Statler Hotels are everywhere acknowledged to be truly representative of 
everything that modern metropolitan hotels should be. This is so 
because Statler's, in planning a hotel, leave nothing undone so that only 
the best in every line may go into its construction and equipment. It is 
gratifying and significant, therefore, that ** White" Door Beds were 
chosen for the HOTEL STATLER at Buffalo and were again specified 
for the newer HOTEL STATLER at Boston. 





THE HOTEL STATLER 
Boston, Mass. 
Geo. B. Post & Sons, Architects 



THE HOTEL STATLER 
Buffalo, N. Y. 

Geo. B. Post & Sons, Architects 
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I po^e Fifty- four **Whit€^' Door Beds and Space Saving Conveniences 
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43rd and Locust Sts. Apts. Cleveland Hall Huntington Hall 

Philadelphia, Pa. Buffalo, N. Y. Philadelphia, Pa. 



The three buildings shown on this page were designed by Philip M. 
Jullien, a prominent Philadelphia architect, and have been equipped with 
White DUO-UNIT** Complete Kitchenette Cabinets. Not only has 
Mr. Jullien shown his approval of these '*White** Space Saving con- 
veniences by specifying them in three of his projects, but he has also 
expressed himself very favorably about them in his letter on page 5 1 . 




43RD AND LOCUST STS. APARTMENTS 
Philadelphia, Pa. 
Philip M. Jullien, Architect 



CLEVELAND HALL 
Buffalo, N. Y. 

Philip M. Jullien, Architect 



HUNTINGTON HALL 
Philadelphia, Pa. 

Philip M. Jullien, Architect 
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''White" Door Beds and Space Saving Comeniences ^^^^ Fifty- five 
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The Georgian Apartments 

Evanston, III. 



900 Michigan Avenue North Apts. 

Chicago, III. 




PORTION OF FLOOR PLAN 

THE GEORGIAN APARTMENTS 
Evanston, Illinois 

Albert S. Hecht, Architect 



THAT the ** White'* Space Sav- 
ing Conveniences, because of 
their great utility and attractive- 
ness are becoming very popular in 
high grade apartments where lux- 
ury is the foremost thought in 
planning and where space saving is 
not a primary requisite, is evi- 
denced by their being accepted by 
the Georgian Apartments, Evan- 
ston, Illinois, and the 900 Michigan 
Avenue North Apartments, Chi- 
cago, — two of the latest and finest 
modern apartment hotels in the 
country. 




.... 



900 MICHIGAN AVE., NORTH 
APARTMENTS 
Chicago, Illinois 




TYPICAL APARTMENT PLAN 

900 MICHIGAN AVE., NORTH APTS. 
Chicagro, Illinois 

Jarvis Hunt, Architect 
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The Congress Square Hotel 

Portland, Maine 



Worcester Polytechnic Institute 

(Sanford Riley Hall) Boston, Mass. 




PORTION OF FLOOR PLAN 
THE CONGRESS SQUARE HOTEL 
Portland, Maine 

H. W. Rhodes. Architect 



• * T Y 7 H I TE' ' Space Saving Conveniences 
\^ have long been approved as the 
most desirable for the modern apartments 
and hotels. They are also being accepted 
as the proper requirement for school dor- 
mitories where they have become popular 
with the students because of the increased 
room space, as evidenced by the Worcester 
Polytechnic Institute which has approved 
and accepted the "White*' Space^Saving 
Conveniences. 




THE CONGRESS SQUARE HOTEL 
Portland, Maine 




WORCESTER POLYTECHNIC INSTITUTE 

(Sanford Riley Hall) 
Boston, Mass. 




PORTION OF FLOOR PLAN 
WORCESTER POLYTECHNIC INSTITUTE 

(Sanford Riley Hall) 
Boston, Mass. 
W. Cornell Appleton and Frank A. Stearns. Architects 
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The Wardell Apartments 

Detroit, Mich. 



The Majestic Hotel 

Hot Springs, Arl^. 



WHITE" Space Saving Kitchenette Conveniences are 
ideal for the apartment building from every stand- 
point. They are so ingeniously designed that they 
not only add to the convenience but also actually enhance the 
appearance of the apartment in which they are used. 




PORTION OF FLOOR PLAN 
THE WARDELL APARTMENTS 
Detroit, Mich. 

Weston and EAUn^ton, Architects and Engineers 





I HE WARDELL APARTMENTS 
Detroit, Mich. 



THE MAJESTIC HOTEL 
Hot Springs, Ark. 





PORTION OF FLOOR PLAN 
THE MAJESTIC HOTEL 
Hot Springs, Ark. 
Sanders and Ginocchio, Architects 
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Hotel Coronado 



Chicago, III. 




TYPICAL APARTMENT PLAN 
HOTEL CORONADO 

Chicasro, in. 
Roy F. France, Architect 



THE two important considerations for 
the owner and builder of today are low 
building cost — and quick rentals. There 
is nothing in the building field today that 
so effectively meets these requirements as 
"WHITE" Door Beds and Space Saving 
Conveniences, such as were installed in 
the Hotel Coronado, Chicago, and The 
Crestshire Apartments, German town, 
Penna. 




HOTEL CORONADO 
Chicago, IIL 



5 1 




THE CRESTSHIRE APARTMENTS 
Germantown, Penna. 



The Crestshire Apts. 

Germantown, Penna. 




PORTION OF TYPICAL FLOOR PLAN 
THE CRESTSHIRE APARTMENTS 
Germantown^ Penna. 

Stetler and Deysher. Architects 
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Hotel Book-Cadillac 

Detroit. Mich. 



The Detroit Hotel 

Detroit, Mich. 



AMPLE rooms are an important part of the Hotel's 
k-/ service as well as a great factor in its popularity, for 
the commercial traveler, when pleased with his accom- 
modations, is generally an enthusiastic booster. 

With the "White** Door Bed in the sample room, the 
maximum of convenience and comfort is assured the 
guest. 




TYPICAL SAMPLE ROOM PLANS 
BOOK-CADILLAC HOTEL 
Detroit, Michigan. 
Louis Kamper, Architect, 




THE DETROIT HOTEL 
Detroit, Mich. 




Ho 



3^4" ,/-/or 



DOOR BED INSTALLATIONS 
IN FOUR SAMPLE ROOMS 
THE DETROIT HOTEL 

Detroit, Mich. 
Rapp and Rapp, Architects 



1 1 I 




Bea Cfosct 

1 — 1 — [ i 


1 L 


T-/dTT-4^ 

1 


/-/op 

L 




Note in the above two installations how, by the elimination of the old stationary bed, much better sample rooms are possible. 
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The Acropolis Apartments 



East Orange, N. J. 

WHITE" Door Beds and 
Space Saving Conveniences 
have won the confidence and 
good will of architects, builders 
and apartment hotel operators 
everywhere and the number of 
repeat installations is the strong- 
est testimonial of their true 
merit. ** White'* Products are 
made from the right standpoint 
— that of the user. They are 
built to give the utmost reliabil- 
ity, even under the most severe 
conditions. 




The Tudor Gables Apts. 

Long Island City, N. Y. 




PORTION OF TYPICAL FLOOR PLAN 

THE ACROPOLIS APARTMENTS 
East Orangre, N. J. 

Nathan Harris, Architect 



PORTION OF TYPICAL FLOOR PLAN 

THE TUDOR GABLES APARTMENTS 
Long Island City, N. Y. 
Hector D. Hamilton, Architect 



THE TUDOR GABLES APARTMENTS 

Long Island City, N. Y. 
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The Ambassador East Hotel 

Chicago, III. 

"^HITE- 



PORTION OF FLOOR PLAN 

THE AMBASSADOR EAST HOTEL 
Chicago, lU. 

Robert S, De Golyer, Architect 



The Park Lane Apartments 

Chicago, III. 




Space Saving Conveniences are 
in vogue for all modern hotels and apart- 
ment buildings. The Ambassador East Hotel 
and the Park Lane Apartments, Chicago, are 
but t>vo of the many new high grade apart- 
ment buildings that are utilizing ** White" 
Space Saving Conveniences to increaes the 
comfort and attractiveness of the apartments. 




THE AMBASSADOR EAST HOTEL 
Chicago, in. 




THE PARK LANE APARTMENTS 
Chicago, HI. 




PORTION OF FLOOR PLAN 

PARK LANE APARTMENTS 
Chicago, III. 

Lowenberg and Lowe n berg. Architects 
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The Overbrook Arms Apts. 

Philadelphia, Penna. 



'TV/HITE** Space Saving Conveniences make 
VV possible ideal arrangements in a minimum 
space. They afford the builder every advantage 
of decreased space and lower construction costs. 
They are not only convenient, but also attractive 
and comfortable. And they correctly answer the 
present problem of modern living. 




PORTION OF FLOOR PLAN 
THE OVERBROOK ARMS APARTMENTS 



THE OVERBROOK ARMS APARTMENTS 



The Schenley Arms 

Pittsburgh, Penna. 




PORTION OF FLOOR PLAN 
THE SCHENLEY ARMS 
Pittsburgh^ Penna. 



Philadelphia, Penna. Philadelphia, Penna. 

Lippincott and ScHaef, Architects. 


Edward J. Crump, Jr., and Wm. L. McQuillan, Archilecls. 
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The La Salle Apartments Th 

Birmingham, Ala. 



Myelvaron Apartments 

Tampa, Fla. 




TYPICAL FLOOR PLAN 
THE LA SALLE APARTMENTS 
Birmingham, Ala. 
Gallup and Joy. Architects 



MORE comfort, less space, greater 
revenue — this is the keynote of 
modern residential planning — and the 
** White'* Space Saving Conveniences are 
the ideal solution of all these problems. 




THE LA SALLE APARTMENTS 
Birmingham, Ala. 





THE MYELVARON APARTMENTS 
Tampa, Fla. 




PORTION OF TYPICAL FLOOR PLAN 
THE MYELVARON APARTMENTS 
Tampa, Fla. 

M. Leo Elliott. Architect 
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HUDSON VIEW GARDENS-Neu; York City 




TYPICAL FLOOR PLAN 
HUDSON VIEW GARDENS 

New York, N. Y. 
Geo. F. Pel ham. Inc., Architects 
Built and Sponsored by Dr. Charles V. Pater no 




pvR. CHARLES V. PATERNO, famous as one of 
•*-^the leading apartment building operators in Amer- 
ica, has recognized the desirable and practical features 
of the ** White Efficiency Apartment * idea, by adopt- 
ing White** Door Beds and Space Saving Conven- 
iences for his magnificent Hudson View Gardens. 

There are fourteen buildings containing 356 apart- 
ments in this mammoth enterprise. No expense has 
been spared to make this the outstanding example of 
apartment building construction in the country. The 
fact that ** White'* Products were chosen for the 
Hudson View Gardens is the strongest testimonial 
of their merit. 





Living room at night, with bed open. 



Living room by day ,with bed concealed. 



The Hudson View Gardens are ideally situated on the 
site of the Battle of Washington Heights, adjacent to 
Riverside Drive and directly overlooking the Hudson 
River. 
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The CARLTON PLAZA 



The MAY APARTMENTS 



Detroit, Mich. 




TYPICAL FLOOR PLAN 
THE CARLTON PLAZA 
Detroit, Mich. 
Louis Kamper, Architect 



Toledo, Ohio 



"White*' Space Saving Conveniences make pro- 
vision for every comfort, and make possible the 
efficient elimination of all that tends to make 
unnecessary building costs. They have been 
tried, tested and approved by architects and 
builders throughout the country and can be used 
with profit by you. 




THE CARLTON PLAZA 
Detroit, Mich. 




THE MAY APARTMENTS 
Toledo, Ohio. 




TYPICAL FLOOR PLAN 
THE MAY APARTMENTS 
Toledo, Ohio. 
Mills. Rhines. Bellman and Nordhotf, Architects 
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The Park Lane Apartments The 1 088 Park Avenue Apts. 

Kansas City, Mo. New York City 

**\Y7HITE" Space Saving Conveniences 
Wf play no favorites in regards to dis- 
tances or locations throughout the 
country. The Park Lane Apartments, 
Kansas City, Mo., and the 1088 Park 
Ave. Apartments, New York City, two 
of the modern style apartment buildings 
are equipped with "White " Space Saving 
Conveniences which are giving to them 
the type of apartment efficiency which isso 
rapidly finding acceptance among build- 
ers of all types of residential buildings. 





THE PARK LANE APARTMENTS 
Kansas City, Mo. 




THE 1088 PARK AVENUE APARTMENTS 
New York, N. Y. 




PORTION OF TYPICAL FLOOR PLAN 
THE 1088 PARK AVENUE APARTMENTS 
New York, N, Y. 
Mott B. Schmidt, Architect 
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The Sanger Apartments 

Dallas, Texas 



The E gyptian Apartments 

Denver, Colo. 




PORTION OF TYPICAL FLOOR PLAN 

THE SANGER APARTMENTS 
Dallas, Texas. 
Lang & Witchell, Architects. 
McKensie Construction Co.. Builders, 



THE Sanger and Egyptian Apartments are two of the newest and finest ex- 
amples of architecture and apartment building planning in the West. 

The apartments will be furnished beautifully and tastefully and in such settings 
"White" Door Beds and Space Saving Corvveniences harmonize perfectly with 
the surroundings. 




THE EGYPTIAN APARTMENTS 
Denver, Colo. 




^- - ^ ■ ^ 3^ / 





PORTION OF TYPICAL FLOOR PLAN 

THE EGYPTIAN APARTMENTS 
Denver, Colo. 
Mount Joy and Frewen, Architects 



THE SANGER APARTMENTS 
Dallas, Texas 
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The Chatelaine Ladies Hotel The West Apartment Hotel 



Chicago, III. 




TYPICAL FLCX)R PLAN 
THE CHATELAINE LADIES HOTEL 
Chicago, 111. 

Roy F. France, Architect 



"AV/HITE" Door Bed and Space Saving Conveniences are con- 
W sidered an important factor in planning the modern apartment 
building or hotel. They permit greater comfort in reduced space, 
allow for the greatest number of apartments possible by eliminating 
wasted space, and at the same time help to lower building cost. But 
most important, ** White" Space Saving Conveniences make the 
small apartment just as desirable and attractive as the larger one 
of the old type. 




THE CHATELAINE LADIES HOTEL 
Chicago, 111. 




Chicago, III. 

IPnl 




PORTION OF FLOOR PLAN 
WEST APARTMENT HOTEL 
Chicago, 111. 
Olsen and Urbain, Architects 



THE WEST APARTMENT HOTEL 
Chicago, III. 
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A Few More of The Many Prominent Users of 




Murray Hill Apartments 

New York, N. Y. 
Geo, F. Pelham, Inc., Architects 




Hotel Benjamin Franklin 

Philadelphia, Pa. 

Horace Trumbauer, Architect 




1035 Park Ave. Apts. 

and adjoining at left 
Park Ave. M. E. Church 

New York City 

Henry C. Pelton, Architect 




Larchmont Apartments 
Philadelphia. Penna. 

E, D. Parmellee, Architect 




Trinity Apartments 

Waterbury, Connecticut 

Wm. E. Hunt, Architect 




Kenwood Apartments 
Great Neck, Long Island 

Hoy P. Ward, Architect 



Castle Hill Apartments 

Philadelphia, Penna. 

Stctlcr tf; Deysher, Architects 





Duncan Bankhead Hotel 

Birmingham. Alabama 



H. L. Stevens & Co., Architects} 




Seville Apartments 
Jackson Heights. N. Y. 

Hector Hamilton, Architect 




The Oak Lane Manor Apartments 

Philadelphia, Penna. 

/. Demchick, Architect 





Burley Apartments 
Pittsburgh, Penna. 

Central Homes Bldg. Corp., Builders 



Lindley Court Apartments 
Philadelphia. Penna. 

J. Ethan Fieldstein, Architect 
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The Berkshire 
Chicago, III. 

Oldefest and Williams, 
Architects 




The Deshler Hotel 
Annex 
Columbus, Ohio 

C. Howard Crane, Architect, 
Howard Dwight Smith, 
A ssociate A rchitect 




Kenmore Manor Apts. 

Toledo, Ohio 

Sidney E. A ft el, Architect 



Park Lane Apartment Hotel 
Toledo. Ohio 

A. Bentley & Sons Co., Architects 



Hotel Pere Marquette 

Peoria, 111. 

Hevntt & Emerson, Architects 





Reynolds Hotel 



Mil 



, FU. 



The Hotel Woodmere 
Chicago, 111. 

Dwight G. Wallace, Architect 




The Burke Manor 
Apartments 
Chicago, 111. 

Oldefest and Williams, 
Architects 





Olds Hotel 

Lansing, Mich. 

Rapp & Rapp, Architects 




The New Manatee River 
Hotel 

Bradenton, Fla. 

J. Harold MacDoweU, Architect 




Buckingham Apts, 

Cleveland. Ohio 

Alfred W. Harris, Architect 



Telford Apartments 
Cincinnati, Ohio 

Louis G. Dittoe, Architect 



Hotel Rogers 

Bloomington, 111. 

H, L. Stevens & Co., Architects 
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